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HOSPITALS — 


ACCIDENT PREVENTION 
Bureau of Mines republishes technical report: 
Static electricity in hospital operating suites. 
Aug. 
( ef ingredient of a successful safety program. 
"Biate r tte -gina Helen and Sister Anthony Marie. Nov. 
Committees of American Standards Association to cS 
study toxic paints, flammable clothing June-152 
Conductive floor wax. (Comment) May-126 
Fluorescent lamp guard. (Comment) March-142 
Greater New York Safety Convention, March 24-27. : 
(Comment) March-142 
Insurance for hospitals 7. one (Part 2)-333 
Tew j ified accident record form. K. Francis. 
New, snkcteatasee A acel ee 
Persuasion—important technique in selling safety. - 
K. W. Francis. Sept.-127 
Precautions and responsibilities in handling pa- 
tient suicides. C. U. Letourneau Jan.- 
Rochester Regional Hospital Council conducts ; 
safety conference. Aug.-168 
Rubber slippers. (Service from Headquarters) April- 22 
Safeguards in early ambulation, W. R. Williams : 
and H. EF. Brouwer. Dec.- 86 
afety check list. June (Part 2)-372 
parks from nylon, (Service from Headquarters) ; 
June- 30 
Accident report form, (Service from Headquarters) 
ters) 
ACCOUNTING ‘> ; 
Bentley School of Accounting and Finance in Bos- 
ton to conduct Saturday post graduate courses 


gO 


8s 
Ss 


Oct.- 54 


Sept.-174 
The certified public accountant’s view of hospital ; es 
accounting procedures. G. A. Killenberg April- 55 
ACCREDITATION OF HOSPITALS : 
Accreditation Commission turns a hew page in 
hospital history. (Editorial, p. 64) ‘ Jan.- 
Accreditation group approves two revisions, medi- bs 
cal staff meetings and general practice. May-151 
Accreditation kit available from Association li- 
brar 
Accre ditation literature. (Service from Headquar- 
ters) : 
Accre sditation: management guide. June 
American Hospital Association surveyors. 
A hospital becomes accredited, (Editorial, p. 


June-154 


Hospital exceeding standards. (Editor's Notes) 
Medical staff organization vital to accreditation. : 
J. Gonzalez. April-104 
Reviewing an accreditation requisite -are your 
medical records up to date? J. Gonzalez 
State hospital associations and accreditation: Dis- 
triet councils should hold accreditation clinic 
sessions, H. Gillespie; Spur on accreditation 
through educational process, C. W. Flynn; By 
urging approval state group may be accused of 
hiking costs, A. Barth; Promote accreditation 
by conferences, newsletters, H, G. Brickman; 
State councils and office should assist hospitals, 
J. H. Johnston; State group can advise hospitals 
on procedural steps, H. Sibley; Urges Commis- 
sion approval as membership requirement, E. E. 
Salisbury. (Opinions) 
Accreditation of nursing schools. A. W. Snoke. 
torial, p, 100) 
Acoustical tile. (Comment) 
Adelphi College acquires Madison Park Hospital in 
Brooklyn. April-150 


ADMINISTRATION. See 
ADMINISTRATION ; 
Administrative assistant: job description. (Service : 
from Headquarters) Oct.- 52 
Administrative residencies for 1953 July-126 
ADMINISTRATORS 
Administrative seminar held in New York City... July-133 
Administrators’ hospital experience, (Table) k 
ome ‘ June (Part 2)- 42 
Basic readings for administrators. June (Part 2)-340 
Evaluating the executive. D. J. Lynds. March- 53 
Fulltime assistant administrators. (Table) 
June (Part 2)- 44 
Hospital administration, graduate and post-grad- 
uate courses, June (Part 
Hospital administrators’ background and training. 
(Table) June (Part 
Hospital administrators’ non-administrative work 
loads. (Table) June (Part 
Indiana Hospital Association to develop program 
for administrators Feb 
What administrators read, R. KE. Griffiths Dec. 
ADMEPTING DEPARTMENT 
Administrative unit plan for Garza Memorial Hos- 
pital, Post, Texas March 
for Brookside Hospital, San Pablo, Calif. March 
Admission to hospital. (Service trom Headquar- 
ters) May- 
Discuss admission process at front office procedure 
institute May-15 
Keeping patients’ valuables. (Service from Head- 
quarters) April- 
Lubricant for good human relations. J. B. Glenn Nov.- 
Advance payments, What are hospital policies? H. V. 
Hullerman, Feb.- 
Affiliation of state hospital association. (Service 
from Headquarters) Sept.- 


Oct.-118 


20 


82 
Oct.-130 


ORGANIZATION AND 


2)-289 


174 


January to December 1953, Inclusive 


AFFLECK, GORDON BURT. The legal and ethical 
aspects of purchase order phrasing... J 
AGNEW, HARVEY, M.D., receives G. F. Stephens 
Memorial Award. June-155 

AIR CONDITIONING 
Air conditioner installation. (Comment) March-142 
Air conditioning manual, (Comment) ‘ _July-104 

AITA, A. A. 3,000,000 babies can’t be wrong...... ..Dec.- 60 

Alabama Hospital Association meeting... March-156; June-156 

Alaskan health study undertaken by University of 
Pittsburgh... .Aug.-185 

Alaska Hospital Association mee ting... May-136 

Alcohol vapor with oxygen. (Comment) July- 95 

Alexian Brothers Hospital, Chicago, plans $1,000,000 
additions, —..... — : : June-154 

Allen County Hospital, Iola, Kan, becomes 5000th 
member of American Hospital Association. July 

Ambulance service available to hospitals. (Table) 

June (Part 2)-46; ambulance attendants gsfualifica- 
tions. (Table) une (Part 2) 

Ambulation, Early. W.. R. William” and H. E, 
Brouwer. .Dec.- 

American Academy cf General Practice drops 464 
physicians for failure to do postgraduate work.. 

American Academy of Orthopaedic Surgeons meet- 
ing. ? : : ....Feb-148 

American Association for the Advancement of Sci- 
ence to hold joint meeting with American Asso- 
ciation of Hospital Consultants. 

American Association of Rehabilitation Therapists 
meets in Chicago, September 8-11. 

American College of Cardiology holds convention in 
Wash., Db. Cc Aug.-166 

American College. of Hospital Administrators’ 19th 
annual meeting. Aug.- 87; Sept.- 

American College of Surgeons meets in ae | i 
October. ‘ . Seecet ania 

American Dietetic Association meeting in Los 
geles, August 25-28. June-148; Aug.-159 
elects Grace Bulman president. Oct.-156; Nov.-116 

American Heart Association awards career investi- 
xatorships to Dr. John R. Pappenheimer and Dr. 
Albert H. Coons. 

AMERICAN HOSPITAL ASSOCIATION 
Accreditation surveyors. a Jan.- 55 
Albert V. Whitehall to become executive director 

of Washington Hospital Service. (Editor's Notes, 

Nov.- 65) ‘ Oct.-151 
Alfred G. Stoughton resigns Dec.-138 
Architects approval program of American Hospital 

Association. . June (Part 2)-279 
Association enrolls 10,000th member. Jan.-140 
Association membership a new peak and 

horizons. H. F. Cook. J y- 80 
Award of merit presented to Dr. Basil C. MacLean. 

Aug.- 88 
Charging today’s pension against today’s budget. 

KE. A. Jacobs. July- 82 
Clifford E. Wolfe joins staff as sec retary of Coun- 

ceil on Hospital Planning and Plant Operation....Jan.-1236 
Committees and appointments for 1954. Nov.- 30 
Foundation for the future; Institute of Hospital 

Affairs. (Editorial) : aay _Jan.- 64 
Frank R. Bradley, M.D., chosen president-elect... Sept.- 76 
Hal Levinson appointe d managing editor of 

HOSPITALS. : ...Dec.-137 
Hospital house kee sping course, Keb.-133 
James Mackintosh, M.D. and Basil O'Connor are 

awarded honorary membership. ; .- 85 
James E, Hague joins staff as public relations di 

rector. . I ‘ y-140 
James R. Neely joins staff as administrative ; 

sistant. E : ..-..Jan.-139 
The journal, HOSPITALS, is yours. (Editor's Notes) 

. Sept.-109 
Leonard P. Goudy leaves headquarte rs staff to be- 

come administrator of John C. Proctor Hospital, 

Peoria, Il. : : May 
Library, your best source of information. (Edi- 

tor’s Notes) ; Oct. 
Louise Wilkonson_ appointed director of dietary 

study. ....Jduly- 
Michael Lesparre resigns as managine editor of 

HOSPITALS. : te pastas Dec. 
1953 nominations Jan. 
Non-member services. (Service from Headquar- 

ters) eas Oct. 
Officers, councils, committees. June (Part 2)-2 
Official call convening the House of Delegates July- 5 
Personal members of Association, (List) June (Part 2) 
Personnel administration. Feb 
Post-convention institute, Honolulu, Hawaii, Sept. 

8-10. March-178; Nov. 
Publications, (List) June (Part 2)-27 
Ronald A. Jydstrup joins staff June 1 as account- 

ing specialist. April 
Special services June (Part 2) 
State hospital association affiliation. (Service from 

‘adquarters) Sept. 
'STEE staff changes. Sept.-172 
magazine being sent to members of 

Congress. (Editor’s Notes) Nov.- 66 
Trustees consider major programs Jan.-136 
Trustees discuss future programs. March-158 
TRUSTER’s 20,000th subscriber July-140 

AMERICAN HOSPITAL ASSOCIATION, 

ANNUAL CONVENTION 
Advance planning: The “why” of an annual and 

west coast convention, G. Bugebee; Seating chart, 

roster needed for House of Delegates meets, 

H. F. Cook; Space requirements: major issue in 

pre-convention planning, M. J. Norby; Architects 


uly-106 


May-159 


Nov.-149 


July-138 


Aug.-177 


HOSPITALS 





trends, requirements in hospital 
design, C. Wolfe; The x, y, z's in operating the 
Association’s booth, H. T. Yast; Building the 
convention pregram from outline to reality, A. 5S. 
Friend; Smoother operation through coordinat- 
ing eenter, F. Purgett; Auxiliaries size, type, lo- 
cation: important planning factors, E. M. San- 
born; Advance stories; fact sheet: jobs in press 
planning, J. FE. Hague. (Opinions) Sept.- 40 


aware of new 


Exhibitors list. Aug.-117 
Previews and review. 
Jan.- 70; June- 71; July- 76; 
AMERICAN HOSPITAL ASSOCIATION. 
MID-YEAR CONFERENCE, 


Aug.- 77; Sept.- 65 


Feb.-133; Mareh-160; Dee 
AMERICAN HOSPITAL ASSOCIATION, 
WOMEN’S HOSPITAL AUXILIARIES 
Auxiliary meetings at 55th annual convention Aug 
Dynamic partners: stute association and wom- 
en's auxiliaries. Db. W. Cordes and Mrs. J. Enyart. Oct.- 7 
Present 15 hospital auxiliary contest awards Sept.-168 
Women's auxilaries. June (Part 2)-330 
Women's Hospit! — Type V institution- 
al members. (Lis June (Part 2)-230 
American Medical Association president outlines 
nine-point program. Feb.-143; House of Delegates 
discusses Department of Health, Education and 
Welfare. (Editorial) April-69; 102nd annual meet- 
ing. July-133; urges limitation on care for disabled 
veterans group. July-142; open letter about the 
salaried specialist. (Editor's Notes, p. 49) Lex 
American Nurses Association requests removing non- 
profit hospitals from collective lists. June- 
American Occupational Therapy Association to meet 
in Houston, Nov. 13-20. Oct.- 
American Pharmaceutical Association elects F. Royce 
Franzoni, president-elect. Feb.-132; meeting in 
Salt Lake City in August Oct, 
American Protestant Hospital Association's thirty- 
second meeting. Jan.-131; March 
American Public Health Association receives grant 
from W. K. Kellogg Foundation for manual of 
local health administration Feb 
American Public Welfare Association appoints Mau- 
rice O. Hunt assistant director Feb 
American Society of Hospital Pharmacists elects 
Allen V. R. Beck president. Feb.- 
American Society of Medical Technologists meeting 
in Louisville, June 14-18. June-146; Aug. 
ANDERSON, DONALD G., M.D., appointed dean of 
tochester Medical School. April- 
ANDERSON, DOROTHY I. Special dietary service 
for small hospitals. Janu.- 
ANDREWS, JUSTIN M., M.D., appointed assistant 
surgeon general and associate chief of the Bureau 
of State Services, Public Health Service. Jan 
ANESTHESIA 
Adapting anesthesia equipment. (Comment) Feb.- 84 
Crymotherapy; refrigeration anesthesia. (Com- 
ment) ‘ - eine Dec.- 98 
Financing of anesthesia machine purchase. (Sery- 
ice from Headquarters) an.- 20 
Gas machine sparks. (Comment) e %4 
Medical gas cylinders. (Comment) May-116 
Number of anesthetists. (Service from Headquar- 
ters) March- 
Qualifications for anesthesia. (Service from Head- 
quarters) 
Annual reports offer many opportunities. J. K. 
cer. April- 
ANTHONY MARIE, SISTER. See: REGINA HELEN, 
SISTER, jt. auth. 
Are welding contest. (Comment) Sept.- 
Architects approval program of American Hospital 
Association June (Part 2)-27 
ARCURI, ROSE E, See: MeCARTY, BEN ©, jt. auth 
Arizona Hospital Association meeting March-156; April- 
Arkansas Hospital Association meeting. July 
Army hospitals to receive audio-visual call systems 
April- 
Army personnel attending patients to wear badges... Nov.- 
Assignment of patients to physicians. (Service from 
Headquarters) July 
Assistant administrators, Fulltime. (Table) June (Part 2 
Association of Military Surgeons meets in Washing- 
ton, Nov. 9-11 
Association of University Programs in Hospital 
ministration meeting at lowa City, May 1-2 
Association of Western Hospitals meeting. 
AUDIO-VISUAL AIDS 
Army hospitals to receive audio-visual call sys- 
tems. April 
California group arranges television series Novy 
Corbin Municipal Hospital in Kentucky 
the air. G. D. Brown June 
De Paul University, Chicago, to sponsor audio 
Visual institute Keb 
“Farewell to Fear,” radio documentary by New 
York Blue Cross Plan May 
Films, filmstrips and slides. (List) June (Part 2)- 
“Hands off” sponsored by Blue Cross-Blue Shield 
of Des Moines wins award 
Hospital films. (Service from Headquarters) 
Providing entertainment facilities for patients 
employees 
AUDIO-VISUAL AEDS. See also: TELEVISION 
Australian visitors to study U. S. medical education 
system Sept 
Australia’s plans for a new voluntary health insur 
ance program. E. A. Van Steenwyk. (Editor's Notes 
Oct.- 65) Sept.-100; Oct 
AULTOPSIES 
Autopsies on patients who expired before admis 
sion. (Service from Headquarters) 


June- 


woes on 


March 


July 
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(Comment) 
hospital G 


Walke 


Autopsy reporting. E 
medium size 


Autopsy room in a 
Rukstinat 
AUXILIARY NURSING SERVICE 


Inservice training program for nurse aides. Sister 


M. Coralita May- 


Maryland-District of Columbia-Delaware Hospi 
tal Association to conduct pilot study for pro- 
posed Nurses’ Aide Project Dec 
Practical nurses and auxiliary workers statistics 
(Table) June (Part 2) 
Study of nursing care how much, when, and by 


whom. H. M. Radey, Jr May- 


AUNTILIARY ORGANIZATIONS 
Auxiliary anniversary. (Service from Headquar 
ters) Dec 
erie, Pa., 
Illinois hospital auxiliary meeting in Springfield, 
November 20 Keb 
Thrift shop taxation, (Service from Headquarters) Oct 
AUXILIARY ORGANIZATIONS. See also 
AMERICAN HOS ‘AL ASSOCIATION. 
WOMEN'S HOSPITAL AUNILIARIES 


BABNEW, DAVID, JR. The handicapped 
source of hospital personne June 
BACHMEYER, ARTHUR ©., M.D, tamed director 
of Commissian on Financing Hospital Care. Jan 
134; dies May 22. (Editorial, July- 86) 
Bad debts 
BALL, OTHO F., M.D., dies. (Editorial, p. 100) Aug 
Bandages, heat resistant Nov 
BARNES, A. D. Practicing what you preach in a fire 


potential 


June 


auxiliary pledges $50,000 to hospital Jun.- 


(Service from Headquarters) Dec.- 


safety program: Jan.- 


BARNETT, E. DWIGHT, M.D. On major problems 
facing hospitals; hospitals must adjust to the ex- 
panding prepayment trend 

BARTH, ALLAN. State associations and accredita 
tion; by urging approval state group may be ac 


cused of hiking costs. (Opinions) Dee 


BAUMGARTEN, HAROLD, JR. Inter-Plan Service 


COpinions) Jan.- 


Benefit Bank reaches milestone of service Feb.- 


Raylor University Hospital celebrates 50th anniver- 
sary. Nov 
BAYNE-JONES, STANHOPE, M.D), retires from New 


York Hospital-Cornell Medical Center AuL.- 


BEAULIER, ALICE. For records -modern 
filing system cuts time, spi 
Reds—-the best use 
sjeekman-Downtown Hospital, New York City, dedi 
cated April 7 
BEHRMANN, VIVIAN G. See 
W., M.D. jt. auth 
BERKE, MARK. Sympathetic 
to administrator-staff refations 
BERNARD, SISTER LORETTO. Report to the med 
ical staff 
BERRY, FRANK BROWN, M.D., to become Assist- 
ant Secretary of Defense Dec 
Birth rate rises first quarter gf 1953 Aug 
Blind patients’ adjustment furthered by library pro- 
gram of talking books. FE. S. Baton Jan 
BLOOD AND PLASMA BANKS 
Blood recipient sets. (Comment) March 
Name Madge Crouch Red Cross director of blood 
program nursing service Oct 
Planning a hospital blood bank. D. F. Burgoon April 
Revenue Service announces two deductibility rul 
ings Oct 
Blood pH meter Lhe 
BLUE CROSS-BLUE SHIELD PLANS 
Abraham Oseroff elected president of the Hospital 
Service Association of Pittsburgh June 
Actuarial-statistical institute to be held Dee. 9-11... Deer 
Announce revised rules for public relations con 


medical 


May 
HARTMAN, FRANK 


understanding key 


buy Blue Cross. (Editor's Notes) 
Cross-Blue Shield add joint research divi 


Blue Cross-Blue Shield Commissions sponsor Office 
Management Workshop Nov 

Blue Cross-Blue Shield meeting planned for Feb- 
ruary 13 

Blue Cro Blue Shield, type IV institutional mem 
bers. (List) June (Part 2) 


Jan 


April- 
March- 


, cost, error Feb.- 
(Editor's Notes) Oct.- 


85 


65 


136 
-160 
59 
156 
96 


Blue ‘ross enrollment reaches all-time high May- 


Hilue ss group in Connecticut announces ex 
tended benefit prozram. March-170; Correction 
Blue Cros Hospital Service of California, Oak 
land, appoints William J. Warhurst manager May 

Blue Cross pays out record high in dollar amounts 
Novy 
Inerease In membership 


April 


Blue Cro Plan report 


Blue Cross Plan show marked gains for early 


1PM 


Blue Cro reserve (Servi from Headquarters) 
Blue ‘To autistic (Tabled June (Part 
flue Prin or Health reache new peak in cireu 
lation Novy 
Helue Shield plat report 25 million people enrolled. May 
Capital Hospital Service Irie Central Pennsyl 

vania Blue Cross Plan, adjust ubsecription rate 

March 

Central Pennsvivania Plat “ay one million dol 

lar Mavy-162: pay for atient Aug 
Diseu Blue ¢ baby sitter 

pense Aug 
Do hospitals suppert Blue Cre (Mditorial) Jan 
lDourhar Plann rh twentieth anr ersary Doe 


ceducting 





470,000 subscribers receive aid through Inter-Plan 
Service Benefit Bank June-162 

Frank F. Dickson elected chairman of the joint 
Actuarial-Statistical Committee. 

Group Hospital Service, Inc. of St. Louis re-elects 
William C. B. Sodemann president. Aug.-188 

“Hands Off,” film sponsored by Blue Cross-Blue 
Shield of Des Moines wins award. . Dec,-140 

Hospital Service of Southern California appoints 
H. Charles Abbott executive director. 

Howard Burrell, Ralph Walker, Blue Cross lead- 
ers, die 

Inter-Plan Service Benefit Bank reaches milestone 
of service. H, Baumyarten, Jr, Feb.- 61; nearly 
breaks even in first quarter of 1953 June-162 

J. KH. Stuart reelected chairman of Blue Cross Com- 
mission, 

James F. Coleman elected president of New York's 
Blue Shield Plan May-163 

Maryland Blue Cross payments reach all-time 
high. : 

Minnesota plan elects Arthur M. Calvin 

Name winners of awards in the National 
Cross and Blue Shield Public telations Award 
contest. Sept.-176 

New York's Blue Shield Plan reports 1952 growth 
of 250,819. Aug.-190; chooses Frank Van Dyk as 
vice-president Sept.-1 

North Carolina Plan shows increase in assets April-] 

Oldest and largest plans in Tennessee merge, Sept. 

i, Sept.-17s 

One-half of N.Y. population covered by Blue Cross 
Plan e May-162 

Oregon Blue Cross reports high incidence of acci- 
dents. April-154 

P. Frank Hanes elected president of Hospital 
Saving Association of Chapel Hill. ‘ 

Pennsylvania group offers individual membership 

Aupg.-190 
rm. Walter Graham, Jr., M.D, new medical direetor 
in Maryland. 

Relationship between hospitals and Blue 
Plans. 

Report shows largest fourth quarter growth since 
194%, April-156 

St. Louis Plan reports widest use, longest stay. July-144 

67th Blue Cross Hospital opens in Oregon and 
Clark County, Washington May-163 

United Medical Service, Inc., of New York admits 
three millionth member. ince : 

W. H. Cruse assumes post as hospital accounting 
ecousultant with the Hospital Service of South- 
ern California Sept.-178 

Washington Hospital Service appoints C. J. Kretch- 
mer acting executive director, Sept.-178;  ap- 
points A. V. Whitehall executive director, 

What we can do to uphold the strength of Blue 
Cross. J. E. Stuart March- 93 

Wisconsin Blue Cross plan publishes booklet for 
hospital personnel : : Dec.-152 

Boiler plant design. ki. C. Whitaker March-139 

BOND, RICHARD G. Sanitation and safety practices 

from a public health viewpoint. Aug.-102 


Nov.-159 


Aug.-188 


July-144 


May-160 


7s 
54 


Deec,-150 


yec.-150 


Oct.-151 


BOOK REVIEWS 


Abbott, Marguerite. Basic oganization and man- 
agement of cerebral palsy facilities 
American Academy of Political and Social Science 
The Annals, March 1953-—Mental health in the 
United States Oct.-128 
American Dietetic Association. Eating is fun. Feb.-115 
American Heart Association, Food for your heart. Feb.-118 
American Hospital Association. Food purchasing 
wuide, Aug.-148 
Amertiean Hospital Association. A guide—member- 
bership and public relations for women’s hospi- 
tal auxiliaries July- 98 
American Hospital Association. Manual of hospital 
maintenance. Feb. 
American Hospital Association. Manual of opera- 
tion—thrift shops and rummage sales for wom- 
en's hospital auxiliaries July 
American Hospital Association. Proceedings of the 
Institute on operating room administration, Feb. 
American Institute of Architects. Defense meas- 
ures in hospitals. July 
American Medical Association. Survey of federal 
medical services May 
American National Red Cross, Hospitals served by 
American Red Cross Blood Program May 
Bennett, Milo O, That book about hospitals July- 
Bridgman, Margaret. Collegiate education for 
nursing. April- 
Brief introduction to Blue Cross for hospital per- 
sonnel, Wisconsin Blue Cross Plan, ou Dee. 
Buchwald, Edith and others. Bladder and bowel 
training program for patients with spinal cord 
disease, March-124 
Bureau of Mines. Static electricity in hospital 
operating suites: direct and related hazards and 
pertinent remedies Aug.-170 
Catholic Hospital Association. Cumulative index to 
Hospital Progress 
Chicago Council on Community Nursing. Manual 
for training nursery aides to work in nurseries 
for newborn infants eilvenicche sesaccesee- Maye 89 
Connecticut Hospital Association, Cost accounting 
manual, Feb.- 98 
Deitrick, John E., M.D. and Berson, Robert C., 
M.D. Medical schools in the United States at 
mid-century. ; ; 
Development and services of the Hospital Council 
of Western Pennsylvania, 1936-1952 May- 8&9 
Doyle, Kathleen C. Science vs. chiropractic. July- 98 
Elliott, Godfrey M., editor. Film and education.....March-124 
Fagin, Claire M. A study of desirable functions 
and qualifications for psychiatric nurses Aug.-166 


Nov,-134 


Oct.-128 


Oct.-126 


176 


BURLING, TEMPLE, M.D. Effective communi ation 


Gillan, Ruth and others. The head nurse looks at 
her job. May- 89 
Grayson, Morris. Psychiatric aspects of rehabilita- 
tion. ... ome Marech-124 
Higgins, Thomas T. “Great Ormand Street,” 1852- 
952 


. = satelieulntes May- 90 
Hill, Beatrice H. Starting a recreation program in ; 
a civilian hospital. July- 
Hirsh, Joseph and Doherty, Beka. The first hun- ; 
dred years of the Mount Sinai Hospital of New 
York, 1852-1952. .. Feb.- 
Inez, Sister. The administrative manual of St 
Mary's Hospital, Rochester, N. Y. Jan. 
Lambertsen, Eleanor C. The nursing team-—organi- 
zation and functioning. Sept 
Maier, Norman R. F. Principles of human rela- 
tions June 
National Committee for Mental Hygiene. Volunteer 
Participation in psychiatric hospital services. ..Feb. 
National League for Nursing. The head nurse at 
work. : —e 
National League for Nursing. Report@of Work 
Conference on Graduate Nurse Ed tion. May 
National Sanitation Foundation. Stindard No. 3, 
Spray-type dishwashing machines. (Comment) Sept. 
National Tuberculosis Association. Cues to staffing 
tuberculosis units in hospitals. Feb. 
New York University. A study of direct nursing 
care consumed by patients with varying degrees 
of illness. Noy 
New York University. A study of nursing func- 
tions in hospitals in the State of New York. Aug 
Nuffield Provincial Hospital Trust, London. The 
work of nurses in hospital wards Nov 
Purchasing procedures to save time and money. 
(Comment). ‘ March-102 
Rusk, Howard A., M.D. and Taylor, Eugene J 
Living with a disability...... eaitote Dee,-102 
Tennessee Study Commission on Indigent Hospi- 
talization. Indigent hospitalization in Tennessee.May- 90 
Thatcher, Virginia S. History of anesthesia. July- 97 
U. 8S. Army. The physiological effects of wounds... Feb.-144 
U. S. Army Medical Nutrition Laboratory. Recipes 
and menus for high protein feeding. Feb.-116 
U.S. Public Health Service. Community-wide chest 
X-ray survey. . Sept. 
Volunteer Placement Bureau of Pasadena, Califor- 
nia. So you serve on a board. : Nov. 
Wisconsin Blue Cross Plan booklet. , Nov. 
World Health Organization. Supplementary inter- 
pretations and instructions for coding causes of 
death. cachdrnantaeek ieswndanitiens Sept. 
Woytinsky, S. W. and others. Employment and 
wages in the United States........... i Sept.- 
BOOTH, ORVILLE N. On major problems facing 
hospitals; an understanding medical staff is essen- 
tial to management. (Opinions) . Feb. 
BOYD, ROBERT G. Major considerations in buying 
all labor-saving supplies. Jan.- 91. We moved to 
our new building ... 2 miles away..... ‘ Feb 
BRADFORD, MRS. PHILANDER S. Nursing school 
accreditation; auxiliaries vitally interested in 
nursing education. (Opinions) Oct 
BRADLEY, FRANK R., M.D., named Association 
president-elect. Sept.- 76; celebrates 25 years at 
Barnes Hospital. ‘ Nov 
BRADLEY, LAWRENCE J. Governing board par- 
ticipation; trustees often fail to select capable 
administrator. (Opinions) N 
BRADLEY, LEWIS A. Improved utilization of water 
in the laundry........... , 
BRAKEL, MARY. Forewarn patients on modified 
diets so that their trays are not a threat!.... 


Aug. 


BRICKMAN, HENRY G. State associations and ac- 


creditation; promote accreditation by conferences, 
newsletters. (Opinions). Dec 


Britain’s national health program. G. Bugbee Aug 
British health service. (Comment) Feb. 
Brookside Hospital, San Pablo, Calif.; administrative 


unit plan. March- 58; x-ray plan. 


BROUWER, HELEN E. See: WILLIAMS, W. K., jt 


BROWN, G. DE WITT. A new hospital goes on 
air 


BROWN, RAY E. Nursing school accreditation; pro- 


gram provides hospitals with voice without lia- 
bilities. (Opinions) Oct 


BRUESCH, FRANK G. Hospital laundry costs versus 


commercial laundry prices. June- 


BRUNET, ARMAND J., M.D., selected as American 


Hospital Association accreditation surveyor. Jan. 


BRYANT, W. D. Focus on tomorrow's hospital costs. 


Feb.- 


Budget preparation. R. C. Nye and others (Editor's 


Notes, p. 84) ae Dee, 
BUFKIN, JE HARNED. Regardless of hospital size 


the medical record counts! June 


BUGBER, GEORGE. Notes on the 8th International 


Hospital Congress. July- 60; A look at Britain's 
national health program. Aug.- 97; Advance plan- 
ning for convention; the “why” of an annual and 
west coast convention. (Opinions) Sept. 
BURGOON, DAVID F. Planning a hospital blood 
hank. April- 


-requisite of good hospital care July- 


BUSINESS AND FINANCE 


Advance payments, ,what are hospital policies 

H. V. Hullerman Feb. 
3entley School of Accounting and Finance in Bos- 

ton to conduct Saturday pest graduate courses. 

‘ . ‘ ; . J Sept.-1 
Case of Mr. X. C. R. Rorem May- 
Certified public accountant’s view of hospital ac- : 

counting procedures. G. A. Willenberg April- 55 
Commission on Financing of Hospital Care holds 
workshop in Chicago, Apr. 24-25 June-139 
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Community Chest-hospital affiliation combats the 
specter of deneit financing. I. Seeman. 
Contingency fund. (Service from Headquarters) 
Destiny of American medicine. A. J. J. Rourke. 
Financial statistics, 1946-1952. (Table). June (Part 
Financing new construction. (Service from Head- 
quarters) May- 
Fingertip availability of statistical data. R. G. 
Jones. Nov.- 
Focus on tomorrow's hospital costs. W. D. Bryant 
Feb.- 62 
On major problems facing hospitals: Costs and 
charges must be explained to the public, C. W. 
Capron; Hospitals must adjust to the expanding 
prepayment trend, E. D. Barnett; Economic as- 
pects of veterans hospitals constitute problem, 
C. Kk. Copeland; Uniformity, pooling of ideas can 
lower operating costs, R. A. Cruz-Ginorio; Hos- 
pitals partly to blame for high cost of patient 
care, C. K. Shiro. COpinions) Jan.- 34 
Painless method of hospital financing. H. B. Jones 
Aug.- 71 
Preparing the* hospital budget. R. C. Nye and 
others. (Editor's Notes, p. 84) Deec.- 69 
teplacement funds required by hospitals. (Table) 
; 5 June (Part 2)- 44 
BUSINESS AND FINANCE, See also: COSTS, FEES 
AND CHARGES, FUND RAISING, REVENUE 
SOURCES 
Butter dispenser. (Comment) April- 
Bylaws, Suggested model for state associations. May- 51 


C 


Cafeteria prices—-add service, preparation costs 

M. M. Harrington July-112 
Cafeteria subsidies. (Comment) Oct.-106 
CAKE, GILBERT L. Price isn’t everything! Dec.- SY 
California Hospital Association meeting. Feb.-129 
Canadian Hospital Council adopts new name 

Canadian Hospital Association July-138 
CANCE t 
‘ancer Institute to conduct special study of leu- 

kemias, Sept.-176 
Cobalt-60. (Comment) Feb.- 94 
National cancer institute supports nursing study 


18 


Jan.-145 

CAPRON, CHARLES W. On major problems facing 

hospitals; costs and charges must be explained to 
the public. (Opinions) 

Cardiovascular unit for research and treatment. N. A 

Wilhelm. June 61 

LITHERS, ROBERT W. North Carolina Memorial 

farms out its interns, Sept.- S84 
Carolinas-Virginias Hospital Conference meeting June-136 

ARTER, FRED G., M.D. The hospital as a health 

university—a realistic approach to education. Aug.- 65 
CASBERG, MELVIN A., M.D., to retire as Assist- 

ant Secretary of Defense Dec.-13 
Catholic Hospital Association meets in Kansas City, 

May 25-28. June-134. July-135 
Ceiling maintenance. T. H. Lynch, Jr June- 8&2 
CENTRAL STERII SUPPLY 

Bibliography on sterile supply with annotations. April 7 

Central sterilizing plan for North Shore Hospital, 

Manhasset, N. Y. March- 68 
Central sterilizing plan for St. Joseph-Benton 
Harbor Memorial Hospital, St. Joseph, Mich. March- 67 

Central supply room institute in Atlantic City, 

May 20-22. d 

Combined facilities plan, Garza Memorial Hospi- 

tal, Post, Texas. 

Svringe maintenance. (Comment) 

Central storage unit plan for Sparks Memorial 

Hospital, Fort Smith, Ark. March- 
Cerebral Palsy research sponsored Rs Kiwi: inians 

Feb.-141; research at Blythedale, Valhalla, 

headed by Dr. Phyllis F. Bartelme "May-158 
Chaplain’s roles in the hospital tev. FE. C. Turner 


Jan.- 34 


lov.- 85 


Charting time speeded by “see-through” desk top 
1. Stevens, Sept.-147 
SURVEYS 
surveys: X-ray procedures. (Comment) Feb.- 94 
National Tuberculosis Association and American 
Hospital Association publish chest x-ray leaflet 
Aug.-164 


Chicago Area Hospital Fund directors to ask finan 
cial assistance. April-1 
Chicago Hospital Council meeting. May-137 
CHILDREN'S HOSPITALS AND DEPARTMENTS 
Case study—essentials of effective pediatric ser 
ice. A. A. Lepinot. Aug 
‘hildren’s Memorial Hospital, Chicago, serves 
whole community with dietary clinic. N. Nor 
tham. Aug 
China’s hospitals. F. R. Porter. (Editor's Notes, p 
109) Sept. 
Christmas decorations. (Service from Headquar- 
ters) Dec,- 
Christmas for P. M. Winslow Nov 
CHRISTOP HE 'R, WiL, i IAM I. See: McCABFK, IRENE 
F., jt. auth 
Chronic disease report from Saskatchewan on long- 
patients in short-term hospitals. M. G. Tay- 
Nov.- 74 
Church Charity Foundation of Longe Island, New 
York, receives bequest April-146 
Circuit protective device. (Comment) March-144 
Civil defense refresher courses organized at St. Vin- 
cent’s Hospital, New York. April-150 
CLARK, ALONZO W. Planning the rehabilitation 
unit. July- 55 
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Clinical center in Bethesda opens. Aug.-159 
Clinical department directors. Mrs. C. 8S. Payson April- 57 
Cobalt bomb dedicated at Montefiore Hospital, New 
York City. April-140 
Cobalt-60, (Comment) Feb.- 94 
COHEN, ROBERT A. How to estimate the cost of 
hospital construction. on 79 
COHEN, SAMUEL, M.D. See: EINBINDER, ZVE 
jt. auth 
COLBERT, JAMES W. appointed dean of St. Louis 
University School of Medicine Feb 
COLLECTIONS 
Advance payments, what are hospital policies 
V. Hullerman Feb.- 
debts. (Service from Headquarters) Dee 
case of Mr. X. C. R. Rorem May 
College of American Pathologists appoints Arthur 
H. Dearing executive secretary Nov.- 
COLLINS, JAY W. Governing board participation; 
overzealous trustees are more difficult to handle. 
(Opinions) Nov 
Color coding coating for insulated lines and equip- 
ment. (Comment) 
Color coding sutures. (Comment) 
Color television. (Comment) 
Colorado Hospital Association meeting 
Colored fabrics; how to wash. (Comment) 
Columbia-Presbyterian Medical Center observes 
anniversary 
Commercial versus hospital laundry costs " i 
Bruesch, June-123 
COMMISSION ON FINANCING OF HOSPITAL CARE 
Arthur ©. Bachmeyer, M.D), named director. Jan.- 

154; dies May 22. (Editorial, July- 86) June- 78 
Graham L. Davis resigns as director Jan.-134 
John H. Hayes appointed director Aug.-164 
Progress report lists technical studies April-132 
Workshop held in Chicago, April 24-25 June-139 

Communication—requisite of good hospital care 
T. Burling. . 

Communications systems in hospitals. (Service from 
Headquarters) 

Community Chest-hospital affiliation combats 
specter of deficit financing. I. Seeman 

Conductive floor wax. (Comment) 

Conductive rubber slippers. (Service from Head 
quarters) April- 

Conference method applied in dietary management. May 

Congenital heart disease target of joint program of 
Johns Hopkins Hospital, Maryland State Health 
Dept. and U. S. Children’s Bureau 

Connecticut Hospital Association meeting 

CONROY, DONALD J. Training for better job in 
struction ° 

CONSERVATION AND ECONOMIES 
Dietary economies dependent on controlled dollar 

spending. KE. Graham Jan.-111 

How we control meat costs and save 21 percent! 

lL. Hateh, Oct.-102 

Visual display of supply costs. S. D. Mintiens June 70 
CONSTRUCTION 

Construction costs increase June-153 

Controlled Materials Plan to be replaced by new 

Defense Materials System April-138 
Federal funds for construction (Service from 

Headquarters) Dec 
Hospital construction—1953 Feb.- 
How to estimate the cost of hospital construc 

tion, R. A, Cohen March 
National Production Authority announces con 

struction relaxations Feb.-135 
Prefabricated panels. (Comment) June 
Report shows decline in hospital construction April-137 
Self-authorization eases securement of materials 

March-16 
“Sidewalk superintendents” oversee new hospital 
construction Nov.-1? 
U. S. Publie Health Service grants permits to 19 
construction projects April-1: 

Contaminated linen handled in drop chute. B. O. Me 

Carthy and R. BE. Arcuri 
Contingency fund. (Service from Headquarters) 
Contract housekeeping service in a small hospital 

(. KE. Gould 
Controlling unpleasant odor 

tients. L. J. Le Vann 
Controls and labor relation (editorial) 
Convalescent, nursing and rest homes in California 

B. lL. Hotehkiss Jan 
COOK, HOWARD F. Pinpointing current practice in 

hospital housekeeping. June~ 66; Association mem 

bership--a new peak and new horizons. July- 80 

Advance planning for convention; seating chart, 

roster needed for House of Delerates meets 

COpmMmions) Sept 
COPELAND, C. BE. On major problems facing hospi 

tals; economic aspects of veterans hospitals con 

stitute problem, COpinions) Jan 
CORALITA, SISTER MARY. Inservice training pro 

xram for nurse aides May 
Corbin Municipal Hospital in Kentueky goes on the 

air. G. D. Brown June 
CORDES, DONALD W. and ENYART, MRS. JAMES 

Dynamic partners: the state association and wom 

en's auxiliaries Oct 
Corporate management in the hospital C. U. Le 

tourneau. (Editor's Notes, p. 109) Sept 
Corrosion protection through nonporous insoluble 

lining Dec.- 92 
CORWIN, E. H. I., M.D., retires. Feb.-144; dies July-142 
Cost summary report cheeks laundry efficiency 

H. Sibley May-109 
Costs 

Cost of unoccupied beds. C. G. Roswell June- 56 

Erie County Fair exhibit explains costs Oct.-152 


° 


July- 52 
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Focus on tomorrow's hospital costs. W. D. Bryant...Feb.- 62 
How to estimate the cost of hospital construction. 

un. A, Conen. March- 79 
Hiow to make cost figures work in dietary depart- 

ment. M. Whitmer, June- 98 
Michigan survey states wages responsible for 

higher costs. Aug. 
Patient stay cost. (Service from Headquarters)  Sept.- 24 
Unknown costs cost money in dietary department. 

A. M. Macfarlane June- 
Cottons and woolens storage. (Comment) April- 
Courtesy discounts. (Editor's Notes) Oct.- 
COVERT, CATHERINE. A newspaper series about 

hospitals. Jan. 
COWING, RUSSELL F. See: WARKEN, SHIELDS, 
M.D., jt. auth 
Credentials committee—the control of professional 
practice. C. U. Letourneau, N 
CROSBY, EDWIN L., M.D., completes Association 
presidency. (Editor's Notes) Sept.-109; named to 
Hoover Commission... Dec. 
CRUZ-GINORIO, R. A. On major problems facing 
hospitals; uniformity, pooling of ideas can lower 
operating costs. (Opinions) Jan. 
Crymotherapy; refrigeration anesthesia. (Comment) 
yen, 


D 


DANN, B. D. On major problems facing hospitals; 
lack of understanding is key problem of adminis- 
tration. (Opinions) . : rm Feb.- 34 
DAVIS, GRAHAM L. resigns as director of Com- 
mission on Financing Hospital Care. awe ..Jan.-134 
DEANS, JOHN. See: STANTON, MARK, jt. auth. 
DEARING, ARTHUR H., appointed executive sec- 
retary of College of American Pathologists. Nov.-154 
DEARING, W. PALMER, M.D. The hospital and 
public health. ; Sept.- 86 
DEATHS 
Avellino, Sister Mary April-126 
Bachmeyer, Arthur ©., M.D. (iditorial, July- 86). June- 78 
Ball, Otho F., M.D. Aug.-161 
Burrell, Howard. July-144 
Christie, Walter G. Keb.-106 
Corwin, Edward H. L., M.D July-142 
Gates, Col. Raymond IF April-126 
Golub, Jacob J., M.D. Nov.-147 
Healy, Msgr. John J. Jan.-133 
Heatley, Gertrude L April-126 
Lahey, Frank H., M.D Aug.-156 
McGraw, Curtis W. (Editor's Notes, Nov.-66) Oct.-154 
Marcella, Sister. May-132 
Miller, Elsie L. Nov.-144 
Smith, Marion M. March-150 
Therese, Sister Mary. April-126 
Walker, Ralph. July-144 
De BELLE, J. E., M.D. On taking a new hospital 
administrative job; establish relationships with 
employees, staff and board. (Opinions) May- 24 
Deceased physician's records. (Service from Head- 
quarters) Nov.- 
Deductibility rulings announced by Internal Reve- 
nue Service Oct.-156 
Deficit financing combated by Community-Chest 
Hospital Affiliation. Nov.- 82 
Dentists’ privileges. (Service from Headquarters)  April- 22 
Deodorant for surface application, (Comment) Sept.-156 
Department of Health, Education and Welfare dis- 
cussed at American Medical Association House of 
Delegates. (Editorial) April-69; Mrs. Oveta Culp 
Hobby first secretary. May- 63; Dr. Chester Scott 
Keefer sworn in as special assistant. Sept.-170; 
appoints J. Kimball Johnson director of Chicago 
area 
Dependents of servicemen; medical care, 
Detergent meter, (Comment) April-95 
Detergents’ toxicity. (Comment) 
Diabetes control courses sponsored by U. S. 
Health Service. 
Diagnostic facilities for private patients of staff 
physicians. (Table) June (Part 
Diaper, “Tie-on" pinless 
Diathermy equipment conversion by June, 
April-138; (Comment) 
DICKENS, ANTHONY 8S. Intern recruitment 
clicked, Dee 66 
DIETARY DEPARTMENT 
ABC's of the master menu service. Aug.-140 
Aluminum cooking container, Disposable. (Com- 
ment) . Aug.-138 
Automatic cooker. ane ; Dec.- 94 
Rutter dispenser. (Comment) April- 95 
Cafeteria prices—-add service, preparation costs 
M. M. Harrington July-112 
Cafeteria subsidies. (Comment) Oct.-106 
Chopping block. (Comment) Feb.-120 
Conference method applied May- 98 
Deep-fat fryer. (Comment) Aug.-137 
Detergent meter. (Comment) April- 95 Oct.-129 
Dietary clinic serves whole community. N. Nor- 
tham Aug.-133 
Dietary economies dependent on controlled dollar 
spending. FE. Graham Jan.-111 
Dietetics Institute in Chicago, March 9-13 features 
noted speakers April-133 
Kdward N. May grant to finance dietary research 
project June-148 
Emplovee merit rating system: personnel rela- 
tions tool March-108 
Equipment stands. (Comment) April- 95 
Food and Drug Administration ruling to improve 
labeling of dietary foods Dee.-145 
Food service: management guide. June (Part -347 
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Forewarn patients on modified diets so that their 
trays are not a threat! M. Brakel. Nov.-113 
Goals and basic requirements in planning for food 
service. C. D. Gullickson. April- 91 
Good dietary service—excellent human relations 
medium. C. E. Mann. kas : Aug.-134 
Hot-cold cabinet. (Comment)... July-114 
How to cook vegetables. (Comment) Sept.-130 
How to make cost figures work. M. Whitmer. June- 98 
How we control meat costs and save 21 percent! 
L. Hatch, eats ; Oct,.-102 
Kitchen plan “for Genesee Memorial Hospital, 
Batavia, N. V March- 75 
Louise Wilkonson appointed director of Associa- 
tion dietary study. July-139 
Master Menu food pure hasing guide. 
(Part 2)-359; Aug.-148 
Modified diet manuals for the elde rly feature help- 
ful tips for dietitians....... sie a Feb.-115 
National Sanitation Foundation publishes stand- 
ards for dishwashing machines. (Comment) Sept.-128 
New trends a challenge to dietary mang Zement: 
Today's hospital, J. G. Norby; The ietitian’s 
challenge, B. Hunzicker May- 93 
Opinion “gg ! alerts dietitians to patients’ likes, 
dislikes. E. C. Downes. March-105 
Pamphlet, “Food Service VIII,” published. 17 
Pointers on poultry. (Comment)...... fe 14 
Portion-ready mea‘ 5. : nae 17 
Public relations tips for dietitians. (Comment) 
pa a“ ; eaaastnend / Oct.-106 
Qualified dietitians. (Service from Headquarters) 
me Sept.- 24 
Ready-to-use meats: cost “control aid. June-100 
Rinse water heater booster........0............. ‘ Dec.- 94 
Sanitary bread dispenser... Dec.- 96 
Scientific criteria in procedures for the cleaning 
of eating utensils.. June-115 
Soup-a-day plan. (C omme nt) oe ; Feb.-12060 
Special dietary service for small hospitals. D. I. 
Anderson. ‘ sh ahaa abut Jan.-114 
Staff coordination: the key to food quality con- 
trol. FE. S. Drake...... July-111 
Successful manage me nt aids compiled by Ame rican 
Dietetic Association. —. 6 ‘ April- 
Turkey cookery manual. (C omment). April- 
Gakasen costs cost money. A. M. Macfarlane. June- 
Vegetable peeler. (Comment) e Aug.-1: 
What hospital food buyers should know about in- 
spection services. E. F. Kelly.. ee Feb.- 
Disaster in Texas; hospital service. 1. H. Pace. June- 
Dishwashing machine standards puplished by Na- 
tional Sanitation Foundation. (Comment) Sept.-12 
Disinfection of skin. (Comment) Feb.- 
Dispenser for filling and capping paper cups or 
glass bottles ; cowbaebinn oe Dec, 
Doctors’ draft. July-141; “additional calls for doctors 
not expected within one year. Oct.-156; status clar- 
ified, Nov.-149; statement on resident draft de- 
ferment. : fj caceeta tions a Dee. 
Doctors’ wives on board. (Service from Headquar- 
ters) - July- 18 
Donations from suppliers for anniversary edition 
of newspaper. (Service from Headquarters) Dec.- 36 
Donors kept informed. (Service from Headquarters) Jan 18 
Door control, Automatic (Comment) Peh.- 90 
DORPALEN, RENATE. The medical social worker's 
role in patient care. July- 90 
DOWNES, ELIZABETH COLE. Opinion survey alerts 
dietitians to patients’ likes, dislikes. March-105 
DRAKE, EVELYN S. Staff coordination: the key to 
food quality control. July-1il 
Druid City Hospital, Tuscaloosa, Ala., pharmacy 
plan. March- 63; operating suite plan March- 6¢ 
Duke University Hospital speeds up service Nov.-152 
Duo-temp water heater... Dec.- 94 
DULMAGE, MARY. More nurses——joint recruitment 
is the answer. April- 56 


E 


Eating utensils; scientific criteria for cleaning June-115 
EATON. ELIZABETH 8S. Library program furthers 
adjustment of blind patients. Jan.- 65 
EDMUNDS, JAMES R., III. A guide to better under- 
standing of specification writing. July -101 
Education by hospitals. F. T. Hill. Jan.- 77 
Edward John Noble Hospital, Gouverneur, N.Y 
oratory plan. Mare 60 
EINBINDER, ZVEE and COHEN, SAMUEL, 
new concept of care for the mentally ill. d z.- 68 
Electric generating plant. (Comment) Juty-104 
Electrocardiogram reading qualifications. (Service 
from Headquarters) Aug.- 54 
Electrocardiography. (Service from Headquarters) 
March- 26 
EMERGENCY SERVICE 
Emergency plan for Greenwich Hospital, Green- 
wich, Conn. March- 64: for Wood County Hos- 
pital, Bowling Green, Ohio. March- 65; combined 
facilities plan, Garza Memorial Hospital, Post, 
Texas. March- 71 
Mississippi Commission on Hospital Care and the 
Mississippi State Hospital Association institute 
on emergency planning for all Mississippi hos 
pitals, Feb.-130 
EMERSON, HAVEN, M.D., receives gold heart award 
for cardiovascular work. May-158 
Employee-patient ratio. (Service from Headquer 
ters) March- 26 
Engineer’s role in purchasing discussed in Associa- 
tion manual Feb.- 87 
Englewood (N.J.) Hospital begins expansion pro- 
gram. Nov.-157 
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Entertainment facilities for patients and employees Florida Hospital Association meeting. Jan.-132; ap 
March-100 points John F. Monahan, Jr., executive secretary May 
ENYART, MRS. JAMES. See: CORDES, DONALD W., Flower-saver: vermiculite. (Comment) Sept 
jt. auth. Fluorescent lamp guard. (Comment) March 
Epidemic Intelligence Service assists in disease con- FLYNN, CHARLES W. State associations and ac 
trol. Feb.-136 ereditation; spur on accreditation through edu 
Epilepsy is more than a medical problem. D. M._ = cational process. (Opinions) 
Rosenberger. . Nov.- 77 Follow-up service at Lankenau Hospital, Philadel 
EQUIPMENT AND SUPPLIES phia. L. Singmaster and EK. Jacobs 
Convertible lounge chair for overnight visitors. wy FOOD SERVICE. See: DIETARY DEPARTVMENT 
M. Stanton and J, Deans. -March- 52 Food shredder. Nov.-110; food shaper. 
sfanse or ‘ti / strati se rOi " a ‘ se 
Defense Production Administration sets goal for be FOREIGN HOSPITALS 
investment in medical supply plants. Jan.-143 Australian visitors to study U. S. medical educa 
Equipment and supply review, new monthly serv- . stan phased big : ; . y we? pt 
in see 9 ee eae’ a aaeates ‘oathomt Australia’s plans for a new voluntary health in 
disposable rays, b < tee nh, 3 « « ‘ , errs -_ "OMT: 7 f rs Stee » "ss 
carrier, acoustical tile design, specimen con- as Ee I. A. Van Steenwyk gene tee —_ 
ainers > 2 ice ig she rer ret.-129 i tes, . ‘ . N ° ’ 
cag er eta ase geemeeae satoue Foreign hospitals holding Association member- 
Sponge st A ade Getped teak MER ps ad +4 deg nga yp ship. (List) June (Part 2) 
booklet, portable food shredder, fracture frame, Free China's hospitals. F. R. Porter (Editor's 
x-ray or orthopedic table, heat resistant band- Notes, p. 109) Sept 
ages, laundry folder, food shaper Nov.-110; “Tie- A look at Britain’s national health program. G 
on” pinless diaper, latex composition flooring, Burbee Aug 
generating plants, corrosion protection, duo- Progress in Mexic 10 years of hospital develop 
temp water heater, snow-melting chemical, ment. R. lL. Nielsen Oct 
steam jacketed roof drain, automatic cooker, sg ten ee ee ee : e : 
rinse Water heater booster, x-ray unit for OR, Foreign physicians regulations under Universal 
high speed dispenser, portable wall-washing e+ gaye, Sins and Service Act explained. July Sale 
machine, sanitary bread dispenser, blood pH me- 39; . 
ter, new type water still Dec. 92 FORMULA ROOMS 
Equipment stands for kitchens. (Comment) April- 95 Infant formula room ; June (Part 2) 
Equipment, supplies survey nearing completion....Jan.-137 Structuring an infant formula room. J, Parker Dec 
Federal Civil Defense Administration funds to FOSTER, MARION J. and LESPARRE, MICHAEL 
purchase medical, technical items. Feb.-1é Hill-Burton promising answer to the nation’s 
Major considerations in buying all labor-saving needs, (Editorial, p. 98) March 
supplies. R. G. Boyd. sbneal Jan.- $ FRAENKEL, MARTA, M.D. See: KOGEL, MARCUS 
Patient roller. (Comment) Aug. 4 D., M.D., jt. auth 
Portable coffee urn. (Comment) . ; May FRANCIS, KENT. A new, simplified accident record 
“See-through” desk top speeds charting time. M. ia form. March- 90; Persuasion —important technique 
Stevens. , Sept.- in selling safety. Sept 
Stainless steel bassinet. (Comment) Feb.- 84 Franciscan Sisters of Our Lady of Perpetual Help 
Walking aid. (Comment) July- 9 to take Over management of St. Mary's Hospital, 
EQUIPMENT AND SUPPLIES. See also: DIETARY _Sumboldt, Tenn. .. 
DEPARTMENT for dietary equipment and supplies FRANCKE, DON E., receives Whitney 
ERICKSON, EVA H. On taking a new hospital ad- _Award : 
ministrative job; one should work concurrently Fracture frame. ; 
on both areas. (Opinions) May- 26 KREEMAN, DONALD R. See 
Erie County Fair exhibit explains costs Oct.-152 : M D., jt. auth ; wh 
Examining rooms for private practice. (Table) FRIEND, ANN S. Previews of the 55th annual con 
June (Part 2)- 34 vention. June- 71; Convention highlights. July 
Expansion of Princeton Hospital. J. W. Kauffman Oct.- 86 76; Advance planning for convention; building 
the convention program from outline to reality 
(Opinions) Sept 
FUND RAISING 
The blackjack; soliciting funds from busines 
firms. (Editorial) May 
F Erie, Pa., auxiliary pledges $50,000 to hospital Jan.- 
Financing new construction. (Service from Head 
a es Pee ee Qn9o (Ts > 9). quarters) May 
PAHEY *GENEVIEVE, Me Hioupital a ae a nw Industry plays leading role in financing medieal 
Nd mak, SNe Poy as ae . casei Se building April 
poet: surplus Renee s : - fone Revenue service announces two deductibility rul 
iid Ps se . it 
PP gars eacicacietny ag aesinegt . tem : a ings 
gi tag: dled gad radio documentary by New Y« a St. Luke's Hospital, Bethlehem, Pa., exceeds fund 
Farming out interns at North Carolina Memorial yo j . 
Hospital. R. W. Carithers. Sept Future of hospitals. J. A. Hamilton 
Fathers in delivery room. (Service from Headquatr 


ters) July 
Favette County Memorial Hospital, Washington G 
Court House, Ohio, delivery suite plan. March 
Federal agencies for hospital reference, (List) ; Gamma globulin made available to American Red 
sovees : June (Part 2)-28 Cross. April-139; distribution announced by Office 
Federal Deposit Insurance Corporation pleased with of Detense Mobilisation, May-146: to be studies. bs 
hospital care insurance experiment : ‘ U. S. Publie Health Service Sept 
Federal funds for construction, (Service from He: Garza Memorial Hospital, Post, Texas, administra 


quarters) . tive unit plan. Mareh- 57; combined facilities plan 
Federal hospital executives attend three-week ; March 
stitute -- ' Gas cylinders. (Comment) May 
FEES AND CHARGES GATES, JAMES T. A fiatwork ironer design change 
Average room rates: 1947-1952. (Tables) June (Part 2)-33: cuts troublesome breakdowns July 
Courtesy discounts. (Editor's Notes) Oct VF GEE, DAVID A. The function of an inventory con 
Hospital charges. (Service from Headquarters) Sept 26 trol system in hospitals June 
One equation for determining drug charges Generating plant booklet Dee 
(Table) June (Part 2) Generating plant, Kleetric. (Comment) July 
Ferrous fire. (Comment) Jan Genesee Memorial Hospital, Batavia, N.Y kitchen 
FILMS. See: AUDIO-VISUAL AIDS plan March 
FINANCE, See: BUSINESS AND FINANCE ae eee a ccc nee mesting aprul 
eg a S. See: SUGARMAN, PHYLLIS lifts earmarked for specific uses (Service from 
Fire insurance rates in Illinois, Michigan reduced... May FO gy or Sag State associations and accred _— 
FIRES AND FIRE PREVENTION itation; district councils should hold aceredita 
Ferrous fire reported. (Comment) Jan.- tion clinie sessions. (Opinions) Der 
Fire extinguishers. (Table) June (Part 2)-26 GLENN, J. B.. M.D. The lubricant for good human 
Fireproof drapery material. (Comment) Jan 9§ relations Nov 
Need for safety programs shown. June GOLUB, JACOB J., M.D., dies Nov 
Practicing what you preach in a fire safety pro GONZALEZ, JOSE, M.D. Medical staff organization 
gram. A. D. Barnes. Jan.- 95 vital to accreditation. April-104; Reviewing an 
Safety and Fire Prevention Committee of the Hos- accreditation requisite—-are your medical record 
pital Council of Philadelphia meeting Jan : up to date? 
Storage of flammable materials. (Service from GONZALEZ, JOSE, M.D... selected as Americat 
Headquarters) March nital Association accreditation surveyor 
FISHER, PEARL R. Governing board participation GOUDY, LEONARD P., leaves headquarters 
trustees should be urged to participate in activi me administrator of John ©. Proctor 
ties. (Opinions) Nov.- a 
Fitted sheets; how to iron, (Comment) Mareh 2 ; J CORA E. Contract hoi 
Flatwork ironer design chanve cuts troublesome i small hospital 
breakdowns. J. T. Gates July-12 GOVERNING BOARDS, S TRESTEES 
FLOORS AND FLOORING GOVERNMENT BOSPIPaibs 
Floor covering tests. (Comment) Feb Army hospitals t reeeive audio-visual call sys 
Floor maintenance. T. H. Lynch, Jt May tems April 
Latex composition flooring Dee Indian hospital Havward Wi transferred to 
FLORENCE, SISTER. The nursing service re at nonfederal ownership June 
izes Feb.- 57 i itv of federal hospital personnel, FE. Hayt Jan 
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Study funds for seamen's 


Notes, p. 65) 


U.S. Public Health Service 


pitals. 


Gown for incontinent patients 
GRAHAM, EDITH. Dietary 


controlled spending. 


health care 


to operate 


(Editor's 


Indian 


(Comment) 


Grease interceptors. (Comment) 


Greater New York Hospital 


June-136; July-137; moves 


Greenwich Hospital, Greenwich, Conn., 
plan. Mareh- 64; nursing 
Dy 


GREGORY, RICHARD 


linens to obtain their 


GRIFFITHS, ROBERT 


read. 


GROBSMITH, MICHAEL S 
ing hospitals; medical 


unit 
Other uses of 
maximum value 
What 


On 
standards 


Association 


economies dependent 


$69 Lexington 
emergency 


plan 


major problems 
constitute 


important problem. COpinions) 


GULLICKSON, CLARI( 


ments in planning for 


HAGUE, JAMES E. Advance 
tion; advance stories; 


peneeng (Opinions) 


HAGU JAMES E., joins 


re etinee director 
HAMILTON, JAMES A. 


Hampers, Portable. (Comment) 


Goals 


food service. 


fact 


Association 


H 


planning 


and basic 


for 


sheet: jobs in 


Glimpses of the 
March-153; 


device for laundry. (Comment) 


Handicapped make good employees. P. 
provide 


Handicapped persons 


hospital employees. 1D. 
“Hands off,” film sponsored 


potential 


Babnew, Jr 


Shield of Des Moines wins 


HARRINGTON, MARY 
HARTMAN, FRANK 


VIVIAN G. An unusual 


M. ¢ 
service, preparation costs 


ing use of liquid oxygen. 


Harvard's Publie Health 


atrics unit. 


HATCH, LOUISE. How 


Save 21 percent! 


we control 


Hawaii Hospital Association 
Hawaiian post-convention 


Sept. 8-10, 


HAYES, JOHN, resigns 
July-140; 


Hospital, N.Y. City 


type 


by Blue 


award 
‘afeteria 


meeting. 
institute 


as director of 


named 


staff 


v 


in 
Mare 
Lenox 
director of 
Aug.- 


future. 


Sodt 


source 


prices 


tent 


School to establish 
costs 
Honolulu 


h-178 
Hill 


Commission on Financing of Hospital Care. 
164; appointed chairman of 


Nursi 


in "sing. 
HAYT, EMANUEL. The 


personnel, 


liability 


Health centers in the South 


tor’s Notes, p. 65) 


Health Information Foundation 


search projects. (Editorial, 


HEALTH PROGRAMS 


Department of Health, 
eussed at American 


Education and Welfare 


Medical Association 


of Delegates. (Editorial) 


Glimpses of the future. 
National Health Council 


J. A. 


ing in New York City 


The Washington scene, 
Notes) 

Committee 
personnel, 


(Editor's 


Health Resources Advisory 
critical Shortage of hospital 


HEALTH SERVICE PLANS 


Australia’s plans for a 


surance progrram 


tor’s Notes, Oct.- 65) 
Blue Cross growth hits lowest 
voluntary 


A. 


The facts, please, about 


plans. (Editorial) 


Federal Deposit Insurance 
insurance 
Foreign 


with hospital care 


House Interstate and 


new 


Committee 


on ¢ 


of federal 


G. Stoughton. 


77) 


Hamilton. 
holds 33rd annual 


voluntary 
Van Steenwyk 
Sept.- 
third quarter. 
prepayment 


Corporation 
experiment. 
Commerce 


to sponsor 


report 


administratien’s 


hos- 


March- 


meeting. 
Ave. 


March- 
condemned 

March-1 
administrators 


fac- 
most 


M 


require-~- 


Oet.-15 


4 


Aug.-172 


136 


Jan.-111 
July-104 


Aug.-168 


Dec, 


arch 


April 


conven- 
press 

Sept. 
as publie 


mak - 
April 

reri- 
April 

and 


‘areers 
hospital 
(Edi- 


four re- 


dis- 


House 


July 
Oct, 


hamper 
Aug.- 


Oct 


of 
June 
Cross-Blue 


Dee 


M.D. and BEHRMANN, 
of oxygrzen 


) 


-111 
-146 


Oct.-102 
May-137 


Nov.-150 


Oct, 
Jan. 
Nov. 
Feb. 


April 


meet- 


Oct, 


April- 


on the 


health | 


Nov.- 


69 
80 


141 


Sept.-106 


health 


(Edi- 


Oct.- 


92 


Feb.-138 


April- 69 


pleased 


commit- 


tee reports-——group hospital insurance growth 


Impact of third-party 


nomies. C. R. Rorem. 
Insurance relationships. 


ters) 


Internal Revenue Service 
existing health plan. 
(Editorial) 
United Mine Workers of America 
tirement Fund pays 
at 


A needed evaluation. 


“Health team rounds” 


payments on hospital 


for 


(Service 


rulings 


500,000th 
Variety Club 


pital, Minneapolis. (Comment) 


Health university concept for hospitals, 


HEALY, MSGR. JOHN 


dies. 


from 
may 
Welfare 
patient 
Heart 


Headquar- 


jeopardize 


Heart Fund for 1953 passes $7,000,000 mark 
Heart station established at 


pital, Chicago. 


ledgecroft Clinic, Houston, 


Wesley 


Tex., 


Memorial 


Re- 


Hos- 


Oct.-160 


Jan.- 


Nov.-146 


49 


Feb.-135 


June- 


Carter. 


Hos- 


opens addition. 


. 
' 
HEERMAN, RITZ E. A proposed new statement on 


hospital-physician relationships 


“Help Wanted” service begun by 


HESS, GAYLORD R., 
Hospital Association 

HIGLEY, HARVEY V., 
of Veterans Affairs 


HILL, FREDERICK T., 


cate! 


180 


M.1)., 


M.D 


selected 
accreditation 
takes post as administrator 


Hospitals 


as 
surveyor. 


(Editorial, p. 


100) 


Association library. 


American 


must 


118 


Feb.-148 


Aug. 


Jan. 


Jan. 


Aug.- 


edu- 


Jan.- 


Aug.-180 


HILL-BURTON ACT. See: HOSPITAL SURVEY AND 
CONSTRUCTION ACT 
HINSEY, JOSEPH C., M.D., appointed as director of 
New York Hospital-Cornell Medical Center. Aug.-178 
HIRSCH, DANIBis. recite in the lobby. April- 68 
HOBBY, MRS. OVETA CULP, becomes fiirst secretary 
of Department of Health, Education and Welfare. May- 63 
Home care comes of age. M. D. Kogel and M. Fraen- 
kel April- 49; May- 
Hoover Commission appoints Dr. Edwin L. Crosby 
“as member. 
Hospital Couneil of Southern California meeting. 
Hospital Industries’ Association plans to improve 
exhibits. Feb.-180; elects Roger Wilde president Oct.-153 
HOSPITAL-PHYSICIAN RELATIONSHIPS 
American Medical Association open letter about 
the salaried specialist. (Editor’s Notes, p. 49). Dee.- 84 
Hospital-physician relationship statement. R. E 
Heerman, (Editorial, p. 100) Aug. 78 
Hospital-physician relationships, A. W. Snoke Oct.- 67 
HOSPITAL SERVICE PLANS. See: BLUE CROSS- 
BLUE SHIE PLANS, HEALTH SERVICE PLANS 
HOSPITAL SURVEY AND CONSTRUCTION ACT 
Expect 65 million dollars to be final Hill-Burton 
figure, Aug.-176 
Groups urge restoration of U. S. Public Health 
Service budget cuts. June-137 
Health officers adopt recommendations affecting 
Hill-Burton. al Dec.-146 
Hill-Burton hospital “expansion, July-141 
Hill- so program reviewed. June-138 
Hill-Burton progress. Feb.-126 
Hill-Burton promising answer to the nation’s 
needs. M. J. Foster and M. Lesparre. (Editorial, 
p. 9S) March- 4% 
Interstate hospital planning. H. L. Knudsen, E. C. 
Slagle, and D. R. Freeman Feb.- 49 
Our new southern health centers. A. G. Stoughton. 
(Editor's Notes, p. 65) Nov.-67 
Our untapped evidence to support Hill-Burton. M. 
Lesparre July- 49 
Senate studies bill amending Hill-Burton Act June-154 
Trustees consider major programs. Jan.-136 
Hot-cold cabinet for dietary use. (Comment) July-114 
HOTCHKISS, BERNICE L. Progress in nursing, con- 
valescent and rest homes in California. Jan.- 75 
HOUSEKEEPING 
Contract housekeeping service in a small hospit 
C. EE. Gould, 
Dirt-chasing now plays a_e secondary” role, 
Klette. ; 
Hospital housekeeping course. 
Housekeeping advice by committee of medical 
staff. (Service from Headquarters) 
Housekeeping’s responsibility in O.R. and 
Sister John Gabriel. 
Pacific Mills scholarship winners announced 
Pinpointing current practices in hospital house 
keeping. H. F. Cook 
Sanitation and safety practices from a_ public 
health viewpoint. R. G. Bond, Aug.-102 
Training programs uggested by Committee on 
Housekeeping. (Comment) Dec.-128 
Wall-washing machine. Dec.- 96 
Washing methods for the hospital housekeeper. 
» A. Schworm. Sept.-155 
HUFF, Ww ILLIAM R., named-executive secretary of 
West Virginia Hospital Association. Feb.-136 
HULLERMAN, HUGO V., M.D. Advance payments, 
what are hospital policies? Feb.- 73 
HUNZICKER, BEULAH. New trends a challenge to 
dietary management; the dietitian’s challenge May- 93 
Hydraulic patient carrier. (Comment) Oct.-129 
Hypodermic needles, reconditioned, (Comment) April-108 


66 


Iee in pebbles. Oct.-132 
Identification assured by photographing newborn. 

y. Aita. Dec.- 66 
Identification of newborn. June (Part 2)-342 
Illinois Hospital Association meeting. Jan.-132; ap- 

points David M. Kinzer assistant director. Feb.-132 
Immunization form required for worldwide travel... .Aug.-182 
Income tax revision. July-141 
Incontinent patients’ gown. (Comment) March-136 
Indiana Hospital Association meeting July-136 
Indian hospital, Hayward, Wis., transferred to non- 

federal ownership. June-142 
Indian hospitals to be operated by U. S. Public 

Health Service. Aug.-172 
India’s health needs to be studied by CARE-WHO 

committee. Nov.-147 
Indigent sick; the case of Mr. X. C. R. Rorem. May- 78 
Industry in Pittsburgh leading role in financing 

medical building. April-156 
INFANT FORMULA ROOMS. See: FORMULA ROOMS 
Ingalls Memorial Hospital, Harvey, Il, becomes ac- 

credited, (Editorial, p. 86) July- 62 
Inhalation Therapy Association reorganizes  pro- 

gram. , Sept.-166 
Inservice training program for nurse aides. Sister 

M. Coralita May- 62 
INSTITUTES 

Accounting by Georgia Department of Public 

Health. , Oct.-156 

Accounting, sponsored by American Association of 

Hospital Accountants, Nashville, Tenn., May 4-6. 
: May-156 

Actuarial-statistical, sponsored by Blue Cross- 

Blue Shield Commissions. ‘ Dec.-150 


HOSPITALS 





American Hospital Association Post-convention 

institute, Honolulu, Hawaii, Sept. 8-10. 

March-178; Nov.-150 
Audio-visual aids in clinical teaching, DePaul 

University, Chicago, March 5-6 
Central supply room institute, May 20-22, in 

Atlantic City. ...... Aug.-162 
Central service supply sponsored by South Da- 

kota. . : June-146 
Dietary administration, Sheraton Hotel, Chicago, 

March 9-13. : March-162; April-133 
Emergency planning sponsored by two Mississippi 

groups in Jackson, Feb. 10-11. 
Federal Hospital Institute Alumni Association 

breakfast in San Francisco. Sept.-166 
Front office procedures, Kansas City, Mo May-150 
Head nurses and assistant head nurses sponsored 

by four organizations in New York City, Jan. 

27-28. Jan.-145 
Housekeeping institute in Boston, Nov, 16-20 Oct.-151 
Human relations, Iowa Center for Continuation 

Study, Nov. 16-20. Nov.-157 
In-service training in Milwaukee, Oct. 28-29 for 

Wis. hospitals. Sept.-170 
Inter-Agency Institute for federal hospital admin- 

istrators, Bethesda, Md., April 13-May 1. May- 

145; in Washington, D.C., Oct. 26-Nov. 13 : 

Aug.-174; Oct.-f51 
Internal hospital human relations by tegional 

Hospital Association of Pennsylvania in Read- 

ing, Nov. 12. 

Laundry institute in New York, Dee. 7-11 Oct.- 
Legal aspects of hospital operation and manage- 
ment, Michigan State College, East Lansing. 

Feb.-142; July-141 

Medical records by St. Louis University in St. 

Louis, Jan, 2 i Oct.-154 
Medical technologists seminar in Boston, Oct. 

23-24 


Feb.-137 


Feb.-130 


Oct.-153 
144 


23-24. . Oct.-158 

National Food and Nutrition Institute proceedings 

available. (Comment) Sept.-132 
Nursing institute i University of Mississippi, 

Oxford, March 13-14. April-143 
Nursing institutes for small Oregon hospitals. Feb.-137 
Nursing three-day conferences planned by Na- 

tional League for Nursing and National Associa- 

tion for Practical Nurse Kducation March-168 
Public relations in New Orleans, April 6-7. Miuy-149 
Purchasing institute in Philadelphia, Oct. 19-23, Oct.-152 
Supervisory training sponsored by Greater St. 

Louis Hospital Couneil. Dee.-142 
Insulation protection. (Comment) March-144 
Insurance for hospitals. June (Part 2)-338¢ 
Insurance rates for fire reduced in Illinois and Mich- 

igan. May-156. Lowered thru efforts of Missouri 
Hospital Association. H. FE. Panhorst. July 
Insurance report forms, (Service from Headquar- 
ters) - 
Inter-American Foundation for Postgraduate Med 
ical Education organized. June 
Intercommunication unit, portable. (Comment) Jan 
Internal Revenue Service rulings may jeopardize 
existing health plan. Dee, 
International Hospital Congress notes. G. ‘ July- 
INTERNS AND Rl IENTS 
Definitions. (Serv from Headquarters) Jan.- 
52 one-hour programs familiarize interns with 
hospital problems. G. R. Wren. Aug 
Intern recruitment that clicked. A. S. Dickens Dee.- 
Matching plan pays off. J. M. Stalnaker Dee, 
North Carolina Memorial farms out its interns 

R. W. Carithers Sept.- 84 
tevision of minimal standards for the hospital 

internship. C. U. Letourneau, M.D. March-129 
Service of interns. (Comment) Jan.- 88 
Six thousand new doctors to beyxin interning, 

July 1. May-158 
Statement on resident draft deferment. Dec.- 146 
Universal military training regulations for foreign 

physicians explained. July-139 
Why didn’t we get all the interns we wanted? 

H. A. Towsley. Oct.- 78 

Inter-Plan Service Benefit Bank reaches milestone 

of service. H. Baumgarten, Jr. Feb.- 61 
Interstate hospital planning. H. lL. Knudsen, E. C 

Slagle, and DPD. R. Freeman Feb.-49 
Intra-venous stand, (Comment) Sept.-160 
Inventory control system in hospitals. D. A. Gee June- &6 
Jowa Hospital Association meeting. June-134 


J 


JACOBS, EL. ATWOOD. Charging today’s” pension 
against today's budget July- 
ELLEN, R.N. See: SINGMASTER, LAW 
, M.D., jt. auth. 
EDWARD E. A new hospital designed with 
-on the fresh approach. Dec.- 
JENKINS, SUSAN, resigns from Kansas City Area 
Hospital Council post. April-153 
Job titles and descriptions. (Service from Headquar- 
Oet 
, GABRIEL, SISTER, Housekeeping’s responsi- 
bilitv in OLR. and OB Nov.-13 
JOHNSTON, J. HAROLD. State associations and ac 
creditation; state councils and office should assist 
hospitals (Opinions } De« 
Joint Commission for the Improvement of the Care 
of the Patient reports; anaiysis of nursing prob 
lems March 
JONES, HARRIS B. A painless method of hos 
financing 
JONES, RICHARD GREGG, Fingertip availability 
statistical data. 


° 


Oct 
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JYDSTRUP, RONALD A., joins staff June 1 as ae 
counting specialist 


K 


Kaiser Foundation Medical Center opens in’ Los 
Angeles Aug 
Kansas City Area Hospital Council conducts publie 
relations campaign. Drex 
Kansas Hospital Association meeting Jan 
KAUFFMAN, JOHN W. Princeton hospital expands. Oct 
KEEFER, CHESTER SCOTT, M.D., sworn in as spe 
cial assistant to the secretary of the Department 
of Health, Education and Welfare Sept 
KEHAN, MARY T. A small hospital stresses em- 
ployee morale May- 
Kellogg Foundation announces grant for record 
librarian training. April-130; grant to aid nurse 
education project. April-144; grants to finance con- 
ferences, research. Auyx.-187; publishes fiseal re 
port for 1951-1952 Sept 
KELLY, EDWARD F. What hospital food buyers 
should know about inspection services Feb 
Kentucky Hospital Association meeting May 
KERLIKOWSKE, A. C., M.D. On major problems 
facing hospitals; biggest problem of hospital is 
concerned with people. (Opinions) Feb.- 
KILLENBERG, GUSTAV A. The certified public ac- 
fcountant’s view of hospital accounting proce- 
dures. April 
KING, FLORENCE E. Governing board participa- 
tion; ideal relationships in small and large insti 
tutions. (Opinions) Nov 
KLETTE, ARTHUR Dirt-chasing now plays a 
secondary role Der 
KNIFFEN, ROBERT CC. On taking a new hospital 
administrative job; evaluating the personnel 
should be the first task. (Opinions) May- 
KNOWLTON, WILSON W., M.D. A visitor's quiz that 
teaches, 


KNUDSEN, HELEN IL., M 


May 
SLAGLE, ELMER C 


I)., , 
and FREEMAN, DONALD R. Interstate hospital 


planning Ire 
KOGEL, MARCUS D., M.D. and FRAENKEL, MARTA, 
M.D). Home care comes of are April-49; 
Korean hospital rebuilt on a new concept of self 
help 
KRUSEN, FRANK H., MD). New concept in physica 
medicine and rehabilitation; treating “the whole 
man 


L 


Labor room policy. (Service from Headquarters)  <April- 
Labor-saving supplies. R. G. Boyd 
Laboratory aid, microscope illuminator —slide 
pipette dryer. 
Laboratory plans for Providence Memorial Hospital, 
Ik] Paso, Texas. March- 59; - Edward John Noble 
Hospital, Gouverneur, N. Y. Mareh- 60; combined 
facilities plan, Garza Memorial Hospital, Post, 
Texas March- 
LARSON, ROGER G. See: NYE, RUSSELL C., jt. auth 
LAUNDRY 
Flatwork ironer design change cuts troublesome 
breakdowns. J. T. Gates July 
Hospital laundry costs versus commercial laundry 
prices. F. G. Bruesch June 
Improved utilization of water in the laundry 
LL. J Bradley Oct 
Ironing fitted sheets. (Comment) March 
Laundry booklet. (Comment) March 
Laundry course at State University of lowa. (Com 
ment) July 
Laundry folder Nov 
Laundry load per patient day. (Service from Head 
quarters) June 
Laundry: management puide June (Part 2) 
Laundry plan for Sparks Memorial Hospital, Fort 
Smith, Ark March 
Making use of a drop chute to handle contami 
nated linen. B. O. MeCarty and R. BE. Areuri 
Planning the hospital laundry to meet modern 
requirements. J. G. Steintle 
Portable hampers. (Comment) 
Production rates laundry manager ean 
from their equipment. H. M. Wiles : 
Standard cost summary report check laundry 
efficieney. H. Sibley May 
Storing cottons and woolens. (Comment) April 
Textile damage. (Comment) March 
Thermometer control, (Comment) March 
Washing colored fabrics. (Comment) March 
Washing pillows. (Comment) Mareh 
Work-saving hamper device. (Comment) Aun 
ZAcolite water softening. (Comment) Aug 
LAWS AND LEGISLATION 
Appropriations: top issue on Capitol Hill Mity 
Capital highlights fuly 
Congressional committees to handle peneral 
levislation organized 
Discuss inpatient, outpatient problen 
hearings 
Doctor draft 
Kast Lansing to be site of hospital law 


Kate of health bills uncertain 
Reorganization: Main topie on Capitol Hilt March 
Study veteran old age survivor insurance bene 
fits Sept 
Two bills introduced in Congres to ald nursing 
schools April 





April-136 


Legal and moral aspects of “unnecessary surgery.” 
Cc. U. Letourneau May 
Legal responsibilities of nurses reviewed. M. vn 
Plant. (lditor’s Notes, p. 109) Sept. 
LEPINOT, A. A. A case study—essentials of effective 
pediatric service. Aug. 
LESPARRE, MICHAEL. Our untapped evidence to 
support Hill-Burton. July 
LESPARRE, MICHAEL. See also: FOSTER, MARION 
J., jt. auth, 
LESPARRE, MICHAEL, resigns to become associate 
editor of “Medical Economics.” : 
LETOURNEAU, CHARLES U., M.D. Precautions and 
responsibilities in handling patient suicides. Jan.- 
80; Revision of minimal standards for the hospital 
internship. March-129; Legal and moral aspects 
of “unnecessary surgery.” May- 82; Corporate 
management in the hospital. (Editor's Notes, p. 
109) Sept.- S81; Control of professional practice 
the credentials committee. Nov. 
LETOURNEAU, CHARLES U., M.D., appointed asso- 
elate director of hospital administration program 
at Northwestern University. May-137; appointed 
editor of TRUSTEE, en Sept. 
LE VANN, L. J., M.D. Controlling unpleasant odors 
among mental patients Veb. 
LEVINSON, HAL, appointed managing editor of 
HOSPITALS. Dee. 
LIABILITY OF HOSPITALS 
Hospital liability. (Service from Headquarters) 
Sept. 
Label on the bottle. (Comment) June 
Liability of federal hospital personnel. KE. Hayt. 


Dec. 


: Jan.- 
Unpleasant law suits. (Editor's Notes) Oct.- 
Libraries, Medical. (Service from Headquarters) Dec.- 
Library program furthers adjustment of blind pa- 
tients. KE. S. Eaton. Jan.- 
Licensing of nursing, convalescent and rest homes in 
California. B. L. Hotchkiss. 
Life expectancy reaches new high. 
Life Insurance Medical Research Fund announces 
wrant for heart research. 
Light bulb changer. (Comment) 
Lighting maintenance check list. June (Part 2)-! 
Lighting versatility for rooms. (Comment) Oct,-129 
LINDBERG, B. A. Looking in on hospital personnel 
administration. 
Linen damage. D. BE. Young. 
Linens: other uses of condemned linens. R. EF. Greg- 
ory. March-151 


May- 64 
Aug.-109 


Lone distance calls; tax exemption for hospitals? 
Sept.- 24 


(Service from Headquarters) 

Louisiana Hospital Association employs Jesse H 
Bankston as executive secretary. March-155; meet- 
ing 

Lounge chair for overnight visitors. M. Stanton and 
J. Deans. March- 52 

Lung cancer; leading fatal respiratory tract disease. 


May-138 


May-157 
Lutheran Hospitals and Homes Society elects Dr. 
’. . Lillo president June-156 
Lutheran Hospital Society of Southern California 
announces administrative changes. Dee.-142 
LYNCH, T. HEWSON, JR. Basic facts concerning the 
varied aspects of floor maintenance. May-119; Care 
and maintenance of hospital walls and ceilings 
LYNDS, DENNIS J. Evaluating the executive. March- 
LYONS, VERONICA, See: SLEEPER, RUTH, jt. auth. 


Mc 


McCABE, IRENE F. and CHRISTOPHER, WIL- 
AAM T. Public relations institute stresses the 
importance of “the little things” in daily hospital 
routine. Feb.- 66 

McCARTY, BEN O. and ARCURT, ROSE E. Making 
use of a drop chute to handle contaminated linen. 

April-117 

MACFARLANE, ALBERTA M. Unknown costs cost 
money in dietary department. June- 97 

McGIBONY, JOHN R., M.D., becomes professor of 
hospital and medical administration in the Univer- 
sity of Pittsburgh's Graduate School of Public 
Health. June-138 

McGRAW, CURTIS W. The business of being a 
trustee Jan.- 67 

McGRAW, CURTIS W., dies. (Editor's Notes, Nov.- 

66) Oct.-154 

McGUGAN, A. C., M.D. On major problems facing 
hospitals; welfare of the patient is the key to hos- 
pital ambitions. (Opinions) March- 

MACK, BELVERA. Where are nursing home beds? 

Oct.- 

MACKINTOSH, JAMES M., M.D. The patient has 
enemies June- 

MACKINTOSH, JAMES, M.D., elected to honorary 
membership in American Hospital Association. Aug.- 

MAC LEAN, BASIL C., M.D., presented Association 
Award of Merit. Aug.- 


M 


Madison Park Hospital, Brooklyn, acquired by Adel- 

phi College. April-150 
Magnuson report. See: President's Commission on 

Health Needs of the Nation 
Maine Hospital Association meeting 
MAINTENANCE 

Care and maintenance of hospital walls and ceil- 

ings. T. H. Lynch, Jr. June- 82 


Sept.-166 


182 


Dirt-chasing now plays a secondary role. A 
Klette. . ‘ Dee.-125 
Maintaining floor surfaces. (Comment) March-144 
Maintenance calendar of annual tasks, midwinter..Feb.- 90 
Seasonal maintenance checklists. June (Part 2)-369 
Major and minor operations. (Service from Head- 
quarters) ’ April- 20 
MANN, CRAYTON E. Good dietary service—excellent 
human relations medium. Aug.-134 
March of Dimes issues grants to National League 
for Nursing, and American Association of Medical 
Social Workers 
MARTIN, R. C., M.D. See: STEPHEN, C. R., M.D., 
jt. auth. 
Martland Hospital, Newark, N. J., named in honor of 
famous pathologist. Aug.-162 
MARVIN, OSCAR M., JR. How valid is a : 
claim? iaake “ Nov.-104 
Maryland-District of Columbia-Delaware Hospital 
Association meeting. Jan.-131; Aug.-160; to con- 
duct pilot study for proposed Nurses’ Aide 
Project, smi , . 
Massachusetts Hospital Association meeting. 
Master Menus’ ABC's. 
MATERNITY HOSPITALS AND DEPARTMENTS 
Combined facilities plan, Garza Memorial Hospi- 
tal, Post, Texas. March- 
Delivery room policy. (Service from Headquar- 
ters) June- 
Delivery suite plan for Fayette County Memorial 
Hospital, Washington Court House, Ohio. March- 
69; for Oakwood Hospital, Dearborn, Mich. March- 
Fathers in delivery room. (Service from Headquar- 
ters) July- 
Housekeeping’s responsibility in O.R. and OB. Sis- 
ter John Gabriel. Nov.-138 
Labor room policy. (Service from Headquarters) 
‘ . April- 20 
3,000,000 babies can't be wrong. A. A. Aita. Dec.- 60 
Mattress development. (Comment) Sept.-160 
MAY, EDWARD N., makes grant to finance dietary 
research project. June-148 
Mayo Memorial Medical Center, University of Min- 
nesota, nears completion. Aug.-178 
Meat costs controlled. L. Hatch. Oct.-102 
Meats, Portion-ready. Nov.-117 
Medical audit controls professional practice. L. C. 
Mortrud. Sept.- 91 
Medical education fund to solicit $5,000,000, Feb.-145 
Medical libraries in hospitals. (Service from Head- 
quarters) aati 
MEDICAL RECORDS 
Control of professional practice through the med- 
ical audit. L. C. Mortrud. Sept.- 91 
Deceased physician's records. (Service from Head- 
quarters) Nov 
Don’t take a look at the record. P. K. Schumacher. May- 
Final diagnosis. (Service from Headquarters) May- 
Grant by W. K. Kellogg Foundation aids in estab- 
lishing program for record librarians. April-13 
Keeping old records, (Service from Headquarters) July- 
Medical record technician. (Editorial) Aug.-1 
Medical records auditor. (Service from Headquar- 
ters) June- 
Medical records system. (Service from Headquar 
ters) . - ‘ 
Modern filing system for medical records. A. Beau- 
lier. ve 
New, simplified accident record form. K. Francis. 
Regardless of hospital size the medical record 
eounts! J. H. Bufkin. June- 64 
teleasing patient information. (Service from Head- 
quarters) Sept.- 30 
teviewing an accreditation requisite—-are your 
medical records up, to date. J. Gonzalez 
Up-to-date records. (Service from  Headquar- 
ters) March- 20 
Value of medical records. (Service from Head- 
quarters, July 
MEDICAL SERVICE PLANS. See: HEALTH SERV- 
ICK, PLANS 
Medical social worker's role in patient care. R. Dor- 
palen., ; July 


MEDICAL STAFF 
Accreditation group approves two revisions, med- 
ical staff meetings and general practice May 
American College of Surgeons meets in Chicago in 
October, Nov. 
Assignment of patients. (Service from Headquar- 
ters) July 
Choosing clinical department directors. Mrs. C. S. 
Payson, ‘ April- 
Classification of appointments of staff physicians 
(Table) June (Part 2)- 
Control of professional practice—the credentials 
committee, C. U. Letourneau. Nov.- 
Control of professional practice through the med- 
ical audit. L. C. Mortrud. Sept.- 
Courtesy privileges. (Service from Headquarters). Aug.- 
Dentists’ privileges. (Service from Headquarters)..April- 
Diagnostic facilities for private patients of staff 
physicians. (Table) June (Part 2)- 
Disciplining staff members. (Service from Head- 
quarters) Aug. 
Extent of medical staff organization in hospitals. 
(Table) June (Part 2) 
“Freeze-out” of surgeon. (Service from Head- 
quarters) : Aug 
Hospital examining rooms for private practice 
(Table) June (Part 2) 
Housekeeping advice by committee of medical 
staff. (Service from Headquarters) Feb.- 26 
Medical staff organization. (Service from Head- 
quarters) ‘ 


Aug.-186 


Dee.-144 
March-155 
Aug.-140 


Dec.- 33 


Oct.-118 


May- 20 


HOSPITALS 














Medical staff organization vital to accreditation. National Mental Health Week to be observed, May 
2-4 ‘ 


































































































J. Gonzalez, April-104 3-! April-139 
Non-staff members practicing in hospitals. (Table) New concept of care for the mentally ill at Phila- 
June (Part 2)- 33 delphia Psychiatric Hospital. Z. Hinbinder and 
Osteopaths permitted to practice in Missouri. Feb.-144 S. Cohen Ang 68 
Physicians’ private offices in hospitals. (Table) Salt Lake City Veterans Hospital marks first 
~ June (Part 2)- 34 year Nov.-152 
Proposed new statement on hospital-physician New England Hospital Assembly Mareh-155; May-135 id 
relationships. R. E. Heerman. (Editorial, p. 100).Aug.- 78 New Hampshire Hospital Association meeting July-139 
Report to the medical staff. Sister L. Bernard... March- 85 New Jersey Hospital Association meeting July-138 
testrictions om staff physicians’ surgical privi- New Mexico Hospital Association meeting July -136 
leges, (Table) June (Part 2)- 33 New Rochelle, N. Y., first city to incorporate Na 
Results of a medical staff opinionnaire. M. J. tional Sanitation Foundation standards June-150 
Wright June- 49 New York State Hospital Association board of trus 
Step forward in hospital-physician relationships. tees approves dues plan. Feb.-132; meeting July-138 
A. W. Snoke. Oct.- 67 Newspaper reporting of stillborn or premature in 
Sympathetic understanding—key to administra- fants. (Service from Headquarters) June- 28 
tor-staff relations. M. Berke April- 62 Newspaper series about hospitals. C. Covert Jan.- 72 
Trustee at staff meetings. (Service from Head- NIELSEN, RALPH L. Progress in Mexico-—-10 years 
quarters) Aug.- 54 of hospital development Oct.- 71 
Merit rating system: personnel relations tool March-108 Noise prevention: patients have enemies. J. M. Mac a 
Mexican hospital development. R. L. Nielsen Oct.- 71 intosh June- 58 
Miami Valley Hospital receives $1,000,000 bequest Nov.-145 Nonprofit hospital corporations. C. UU. Letourneau 
Michael Reese Hospital, Chicago, builds for research (Editor's Notes, p. 109) Sept.- 81 
center. April-148 Nonprofit hospitals. (Service from Headquarters) May- 2 
Michigan Hospital Association meeting. Jan.-133 NORBY, JOSEPH G. New trends a challenge to 
Middle Atlantic Hospital Assembly meeting dietary management; today’s hospital May- 93 
June-133; July-137 NORBY, MAURICE J. Advance planning for conven- 
Mid-West Hospital Association meeting. May-138; tion; space requirements: major issue in pre-con- 
June-134; moves offices. Sept.-170 vention planning. COpinions) Sept.- 44 
MINTIENS, SADIE D. A visual display of supply North Carolina Health Center dedicated at Chapel 
costs. June- 70 Hill. June-146 
Mississippi Hospital Association meeting. Sept.-166 North Carolina Hospital Association meeting July-137 
Missouri Hospital Association meeting. Jan.-132: ef- North Carolina Memorial Hospital, Chapel Hill, 
forts result in lower fire insurance rates. H. E farms out its interns. R. W. Carithers Sept S4 
Panhorst. July- 84 North Dakota Hospital Association meeting. June-134 
Modified diet trays. M. Brakel. Nov.-113 North Shore Hospital, Manhasset, N. Y., central 
Montefiore Hospital, New York City, dedicates new sterilizing plan. March-68; designed with an eye on J 
Fred M. Stein Memorial building. April-152 the fresh approach. FE. E. James Dec.- 54 
Morbidity statistics use; report from World Health NORTHAM, NEOLA. Dietary clinic serves whole 
Organization. Sept.-115 community. Aug.-133 
Morphine synthesis. (Comment) July- 96 NOWILL, W. K., M.D. See: STEPHEN, C. R., M.D., 
mer GLENN E. Musie therapy program for jt. auth. 
peychiatric patients. Dec.- 97 NURSE RECRUITMENT 
Morristown (N.J.) Memorial Hospital moved two E John H. Haves appointed chairman of Committee 
miles away. R. G. Boyd. Feb.- 54 on Careers in Nursing Oct.-152 
MORTRUD, L. C. The control of professional practice March of dimes grant aids nurse recruitment pro- 
through the medical audit. Sept.- 91 gram Feb.-137 
Moving a hospital two miles away. R. G. Boyd. Feb.- 54 More nurses——joint recruitment is the answer. M 
MOVING PICTURES. See: AUDIO-VISUAL AIDS Dulmage. April- 56 
Music therapy program for psychiatric patients. National League for Nursing report shows in 
G. E. Morris Dec.- 97 crease in nurse recruitment April-142 
NURSERIES 
Nursery plan for Wood County Hospital, Bowling 
Green, Ohio March- 74 
N Stainless steel bassinet. (Comment) Feb.- 84 
NURSES AND NURSING SERVICE 
Analysis of nursing problems; report from the 
Narcotics records. (Service from Headquarters) Jan.- 18 Joint Commission for the Improvement of the 
National Advisory Cancer Council appoints Dr. Sid- Care of the Patient March- &7 
ney Farber. ; . M ) Army nurses, state directors hold conferences fn 
National Conference on Food Protection formulates Washington, D.C. April-134 
first joint food industry-public health policies Sept.-163 Army nurses volunteer for additional service April-146 
National Foundation for Infantile Paralysis ap- Catholic University of America, School of Nursing 
points Dr. Theodore E. Boyd assistant director of Education, Washington, D. C., to hold nursing 
research. ‘ Dec.-148 workshop. May-154 
National Health Council holds 33rd annual meeting Demonstrate team nursing methods at Francis 
in New York City. April-141; May-148; eleets Al- Delafield Hospital, N. Y Aug.-184 
bert W. Dent, president. Aug.-161; appoints Philip Head nurse-——key figure in patient care. D. Nen- 
tvan executive director. Dec.-137 ninger. April- 72 
NATIONAL HEALTH SERVICE (BRITISH) Johnson and Johnson's program to send teaching ; 
British health service. (Comment) Feb.- 96 aids to nursing schools, hospitals : May-154 
A look at Britain’s national health program. G Joint Commission for the Improvement of the Care 
Bugbee koe- 97 _ of the Patient discusses aecreditation June-144 
* en CSTR EM ce : National Cancer Institute supports nursing study. 
NATIONAL HOSPITAL WEEK Jan.-145 
Mrs. Beaver raises a question April- 71 National League for Nursing plans biennial meet 
Now it's National Hospital Week Feb.- 74 neg Jan.-147 
Lg Results of National Hospital Week—everybody New nursing director. (Service from Headquar 
wins March- 8&3 ters) Sept 4 
Significant National Hospital Day. B. Shelby April- 52 Nursing confertnee series planned by National 
National Intern Matching Program pays off. J. M. League for Nursing and National Association for 
Stalnaker. Dec.- 62 Practical Nurse Edueation March-168 
National League for Nursing plans convention. in Nursing service; management guide June (Part 2)-393 
Cleveland, June 22-26. Feb.-137; May-152; extends Nursing service reorganizes, Sister Florence Feb. 57 
membership to practical nurses, July-134; re-elects Nursing statistic : June (Part 2)-324 
Ruth Sleeper president Aug.-159 ag = oy com “> on "Gat toe Be tome Rents 
National Organization of Hospital Schools of Nurs ape CFDs, SOFen= 12) kOk ms oseph-Benton ‘ 
ine. Tne: at Atianie Ga. undertakes etudy of eda wnt ahs godin geben pay St bee _— Reni h Mare h- 7 
cational program of hospital schools of nursing. Nov.-145 HD SEALG NELEeE _ sanee peewn A OFEMDUP Beene 
* e ‘ : a nurse with 50 vears of service March-174 
National Sanitation Foundation publishe s standards Oregon group plans institutes for small hospital: 
for dishwashing machines. (Comment) Sept.-128; Feb.-127 
_adds staff to Pesting Laboratory Oct.-152 Reviewing some of the legal responsibilitic of 
National Society for ( rippled Children and Adults to nurses: Mo is. Plant: cidltors Note p. 109) ont: a 
neet in Chicago, Nov, 12-14 Oct.-151 St Touts U : ‘ 
¢ s ~ m § woul University school of nursing conference 
Naval School of Hospital Administration appoints June 16-12 May-154 
Comdr, Willard C. Calkins commanding officer Aug.-177 “Sea-thr eh? 1 
. . se ‘ . ee See irough desk top speed charting tire 
Navy Nurse Corps observes 45th anniversary June-153 M. Stevens Sept.-147 
Navy publishes report on postmortem examinations Auk 182 Special nurses. (Service from Headquarters) April- 47 
Nebraska medical institutions develop plan Nov.-154 St , peas : } 
rwirTr Vv ps Study of nursing care iow much, when, and by 
NEELY, JAMES R., appointed as Association admin- whom. H. M. Rad | Mas "9 
- .* . . i ) tadey, Jr May i2 
istrative assistant. . Jan.-139 
NENNINGER, DOROTHY. The head nurse—key fig- NURSES AND NURSING SERVICE. See also 
ure in patient care. April- 72 AUXILIARY NURSING SERVICE 
NERVOUS AND MENTAL DISEASE HOSPITALS Nursing. convalescent and rest homes in California : 
Controlling unpleasant odors among mental pa B. L. Hotchkiss Jan.- 75 
tients. L. J. LeVann. Feb.- 93 NURSING EDUCATION 
Institute reports increase of patients in mental Decision on nursing school accreditation. A. W 
hospitals. April-138 Snoke, (Editorial, p. 100) Aug.- 82 
Music therapy program for psychiatric patients Faculty members administer Western Reserve 
G. E. Morris Dec.- 97 University Sehool of Nursing April-143 
National League for Nursing urges nurses to train Is nursing school accreditation worth the work 
for psychiatric patient care June-152 and worry? R. Sleeper and V. Lyons June- 73 
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Kellogg grant to aid nurse education projects. April-144 
National Association for Practical Nurse Educa- 
tion to sponsor nurse education study. April-142 
National League for Nursing urges nurses to train 
for psychiatric patient care 
National Organization of Hospital Schools of Nurs- 
ing, Ine. of Atlanta, Ga., undertakes study of 
educational program of hospital schools of nurs- 
ing. . Nov.-145 
Nursing course at Iowa State Oct.-158 
Nursing Fellowship Fund of New York City 
drive now in progress. Oct.-158 
Nursing school accreditation: Auxiliaries vitally 
interested in nursing education, Mrs. P. S. Brad- 
ford; NLN-AHA singular aim—best possible pa- 
tient care, O. G. Pratt; Program provides hospi- 
tals with voice without liabilities, R. FE. Brown. 
(Opinions) " aiighice’s hee Oct.- 33 
Nursing schools. (List) June (Part 2)-295 
Practical nurse group urges increase in schools. Jan.-145 
Report from Columbia University Teachers Col- 
lege points out lack of nursing school educators, Oct.-153 
State aid to nursing schools. (Editor's Notes)..... Oct.- 66 
Two bills introduced in Congress to aid nursing 
schools, April-131 
University of Illinois to offer nursing program. Aug.-186 
Vassar offers new course in anatomy and physi- 
ology. 
What it costs the hospital. R. Swanson; how the 
costs are determined. D. FE. Wood. Feb 
Nursing home beds: where are they? B. Mack. Oct 
Nursing home survey in Maryland. D. W. Roberts Aug 
NYE, RUSSELL C., UMEDA, HARRY T., LAR- 
SON, ROGER G. and ROE, DEAN K.,. Preparing 
the hospital budget. (Editor's Notes, p. 84) Dec. 
Nylon in operating room. (Service from Headquar- 
ters) June 


O 


Oakwood Hospital, Dearborn, Mich., delivery suite 
plan. March 
OCCUPATIONAL THERAPY 
rmy selects 23 graduates for 18-month study 
course, Sept 
Planning the rehabilitation unit. A. W. Clark. July 
O'CONNOR, BASIL, elected to honorary membership 
in American Hospital Association A 
Odor control among mental patients. L. J. Le Vann. 
Offices for physicians in Princeton Hospital Medical 
Arts Building. May-159; in all hospitals. (Table) 
June (Part 2)-34 
Ohio Hospital Association meeting June-135 
Ohio hospitals to notify army of accident, illnesses 
CASeS, Sept.-166 
Oklahoma Hospital Association meeting. Jan.-131 
OLD AG 
Hi irvard’s Public Health School to establish geri- 
atriecs unit April-146 
Modified diet manuals for the elderly feature help- 
ful tips for dietitians Feb.-115 
Ontario Hospital Association presents hospital facts 
to students, June-135 
OPERATING ROOMS 
Bureau of Mines republishes technical report: 
Statice electricity in hospital operating suites 
Housekeeping’s responsibility in OR. and 
Sister John Gabriel 
Operating room colors. (Service from Headquar- 
ters) June- 
Operating room policies. (Service from Headquar- 
ters) Aug.- 58 
Operating room provisions for water. (Service from 
Headquarters) Feb.- 26 
Operating room visitors. (Service from Headquar- 
ters) Feb.- 24 
Operating suite plan for Druid City Hospital, Tus- 
caloosa, Ala. March- 66 
Substerilizing rooms, (Service from Headqui ir 
ters) M: irch- 22 
X-ray unit for operating room. Dee.- 96 
OPERATING ROOMS, See also: SURGERY 
Opinion survey alerts dietitians to patients’ likes, 
dislikes. EB. C. Downes Marech-105 
ORGANIZATION AND ADMINISTRATION 
Administrative aids: management guide. June (Part 2)-313 
Columbia University offers 9 management courses, 
: Oct.-158 
Corporate management in the hospital. C. U. Le 
tourneau, (Editor's Notes, p. 109) Sept.- 
Destiny of American medicine, A. J, J. Rourke. Dec.- 
Kffective communication-——-requisite of good hospi- 
tal care. T. Burling. July 
Expediter in the lobby. D. Hirsch. April- 
Job in perspective; value of conventions. (Hdi- 
torial) June- 
Massachusetts Memorial Hospitals, Boston, add 
doctors, administrator to its board, Feb.-146 
On major problems facing hospitals: Care of 
ehronically ill and aged infirm beeoming major 
worry, A. M. Troxeli; Welfare of the patient is 
the key to hospital ambitions, A. C., MeGugan; 
Medical standards constitute most important 
problem, M. S. Grobsmith; A seven-sided prob- 
lem relating to economics, O. G. Pratt. (Opin- 
ions) . March- 30 
On major problems facing hospitals: Lack of un- 
derstanding is key problem of administration, 
B.D. Dann; Trustee-doctor-administrator rela- 
tions need improvement, W. B. Osgood: Bigeest 
problem of? hospital is concerned with people, 
A. C. Kerlikowske; Better management methods 
are needed in hospitals, F. R. Porter; An under- 


June-152 


Oct.-158 


184 


standing medical staff is essential to manage- 
ment, O. N. Booth. (Opinions) 

On taking a new hospital administrative job: 
A period of orientation would be necessary at 
first, H. G. Perrin; Hospital-community relations 
should be studied, L. E. Riehwagen; Establish 
relationships with employees, staff and board, 
J. E. DeBelle; Evaluating the personnel should 
be the first task, R. C. Kniffen; An understand- 
ing of needs and problems necessary, F. J. Wal- 
ter; One should work concurrently on both 
areas, E. H. Erickson. (Opinions) May- 24 

Organization expense. (Service from Headquar- 
ters) Nov.- 36 

Sympathetic understanding—key to administrator- 
staff relations. M. Berke. ‘ April- 62 

Orthopedic appliance conference in Chicago, Oct. 1... Oct.-156 


Feb.- 34 


Orthopedic table. am : seoeee-NOV.-111 
OSGOOD, WINTHROP B., M.D. On major problems 

facing hospitals; trustee- doctor-administrator re- 

lations need improvement. (Opinions) Feb.- 34 
Feb.-144 


Osteopaths permitted to practice in Missouri. 
OUTPATIENT DEPT. 
Organize d outpatient clinies. (Table) June (Part 2)- 38 
30 years of follow-up service at Lankenau Hos- 
pital, Philadelphia. L. Singmaster and KE. Jacobs... Jan.- 61 
OXYGEN 
Alcohol vapor with oxygen. (Comment) July- 95 
Ferrous fire reported. (Comment) Jan.- 96 
Unusual type of oxygen tent making use of liquid 
oxygen. F. W. Hartman and V. G. Behrmann... April-111 


P 


PACE, JULIAN H. Hospital service during the Texas 
disaster. : June- 52 
Pacific Mills scholarships for housekeeping course 
announced, ....... 
Pain relief with tric hlorethylene. Cc. R. Stephen, 
W. K. Nowill and R. C. Martin. 
Paint standards for hospitals. J. B. Warner, Jr 
Painting with a roller. (Service from Headquarters) 
Pan American Medical Association to meet in South 
America. 
Pan American Sanitary Bureau appoints Dr. Gustavo 
Molina as chief of professional education. A .-168 
PANHORST, HARRY E. A state association's efforts 
result in jiower fire insurance rates. July- 84 
PARKER, JULIA. Structuring an infant formula 
room. Dec, 
Parking lot planning. E. T. Wheeler Oct. 
PATHOLOGY 
Combined facilities plan, Garza Memorial Hospital, 
Post, Texas. : March- 
Laboratory plan for Providence Memorial Hospi- 
tal, El Paso, Texas. March- 59%; for Edward John 
Noble Hospital, Gouverneur, N.Y March 
Patient carrier, Hydraulic. (Comment) Oct. 
Patient interviews by lawyers, etc. (Service from 
Headquarters) ' 
Patients’ valuables. (Service from Headquarters) 
Pay periods. (Service from Headquarters) 
PAYSON, MRS. CHARLES 8S. Choosing clinical 
partment directors. 
Pebble ice. (Comment) 
Pediatrie service. A, A. Lepinot. 
Pediatries rehabilitation fe ae available 
PEEK, G. MEDWIN. See: POLLARD, JAMES E., 
auth. 
Pennsylvania Hospital Association meeting. July 
Pensions for today charged against today’s budget 
Ik. A. Jacobs. July - 
PERRIN, HAL G. On taking a new hospital adminis- 
trative job; a period of orientation would be nee- 
essary at first. (Opinions) May- 24 
PERSONNEL MANAGEMENT 
Administrative aids: management guide, June (Part 2)-313 
Controls and labor relations. (lMditorial) May- 76 
Critical shortage of hospital personnel Sept.-196 
Effective communication—requisite of good hos- 
pital care. T. Burling July- 52 
Employee merit rating system: personnel relations 
tool, March-1608 
Employee utilization program at Harper Hospital 
discussed at November workshop. 
Handicapped individuals—-potential source of hos- 
pital personnel. D. Babnew, Jr. June 
Hospitals can hire the handicapped. P. T. Sodt Oct. 
Looking in on hospital personnel administration 
b. A. Lindberg. 
Management course. (Service from Headquarters) 
Personnel administration committee of Associa- 
tion makes plans. 
Salary trends: 1945-1 2, (Table) June (Part 
Small hospital stresses employee morale. fg 
Kehan. May 
Taxation of employee meals. (Service from Head- 
quarters) Nov. 
Training for better job instruction. D. J. Conroy... Oct. 
Peter Bent Brigham Hospital, Boston, builds cardio- 
vaseular unit. N. A. Wilhelm. June 
PHARMACY 
Narcotics records. (Service from Headquarters) Jan. 
Pharmacy department: management guide 
June (Part 2) 
Pharmacy plan for Druid City Hospital, Tusca- 
loosa, Ala, March 
Philadelphia Hospital Council, Safety and Fire Pre- 
vention Committee. Jan. 
Philadelphia Psychiatric Hospital offers new concept 
of care for mentally ill. Z. Einbinder and S. Cohen. 
Aug.- 68 
Photocopying machine. (Comment) March-102 
Photographing newborn assures positive identifica- 
tion. A. A. Aita Dec.- 60 


HOSPITALS 


Jan.-138 





PHYSICAL THERAPY 
New concept in physic al medicine and rehabilita- 
tion; treating “the whole man.” F. H. Krusen... Jan 
Planning the rehabilitation unit. A. W. Clark. July 
Physically Handicapped Week to be observed, Oct 
4-10 Oct 
Physician-hospital relationship statement. R. EE 
Heerman. (Editorial, p. 100) Aug. 
Physician-hospital relationships. A. W. Snoke Oct, 
Physicians’ incomes in 1951 
Physicians’ private offices in hospitals. (Table) 
June (Part 2) 
Physicians, Salaried; American tae Associa- 


tion’s open letter. (Editor's Notes, p 4) Dec, 


Pillows; how to wash. (Comment) March 
PINK, LOUIS H., retires from New York Blue Cross 
post. 
Piping identification. (Comment) Sept 
PLANNING 
Cardiovascular unit for research and treatment. 
N. A. Wilhelm. 
Effective solution for a 50-bed hospital. J. 
lard and G. M. Peek. 
Interstate hospital planning. H. L. Knudsen, 
Slagle and D. R. Freeman. 
New hospital designed with an eye on the fresh 
approach. E, E. James. Dee, 
Our new southern health centers. A. G. Stoughton. 
(Editor’s Notes, p. 65) Nov 


Princeton Hospital, N. J., expands. J. W. Kauffman. Oct.- 


Problem solving designs; effective planning for 


hospital departments. (Editorial, p. 98) March- 


PLANT, MARCUS L. Reviewing some of the legal 
responsibilities of nurses, (Editor's Notes, p. 109) 
Sept. 
Plant statistics, 1946-1952. (Table) June (Part 2) 


Plastic wiring connectors. (Comment) Jan.- 


POLIOMYELITIS 
Henry W. Kumm appointed Polio Foundation 


research director. Oct.-160 
Hedgecroft Clinic, Houston, Tex., opens addition. Aug.- 


Hiospital service during a poliomyelitis epidemic. 


G. M. Fahey. May- 
Polio Foundation grants aid research programs. April-139 
Polio nursing conferences planned — 1953 Feb.- } 
P 


resbyterian Hospital, New York City, holds 10- 


day conference on nursing polio at, nts. June-152 


teport shows polio strikes more older children, 


adult Aug.- 


POL LARD, JAMES E. and PEEK, G. MEDWIN. Ef- 
fective solution for a 50-bed hospital. May 

PORTER, F. ROSS. On major problems facing hos 
pitals; better management methods are needed in 
hospitals. (Opinions) Feb.- 386; Free China's hos- 


pitals. (Editor's Notes, p. 109) Sept.- 


PORTE R, JOHN K. Opportunities in annual reports 


Postal rate exemption. (HMditorial) 
Postmortem examination report published by Navy 
Poultry pointers, (Comment) 
Practical nurses and auxiliary workers statistics 
(Table) June (Part 
Practical nurses eligible for membership in National 
League for Nursing. July 
PRATT, OLIVER G. On major problems facing hospi 
tals: a seven-sided problem relating to economics 
(Opinions) March- 32; Nursing sehool accredita 
tion; NLN-AHA singular aim-——best possible pa- 
tient care. COpinions) Oct 
Preenancy tests. (Comment) Aug 
Premature infants. (Comment) Feb 
President’s Commission on Health Needs of the Na 
tion studied, Jan.-142; becomes temporary private 
committee Feb 
Pressure sterilizers, (Comment) Sept 
Princeton Hospital, N. J., expands. J. W. Kauffman. Oct 
Private patients of staff physicians; diagnostic fa 
cilities. (Table) June (Part 2) 
Professional schools. (List) June (Part 2) 
Providence Memorial Hospital, El Paso, Texas, lab- 


oratory plan. March- 


Public address systems. (Service from Headquar- 
ters) Nov 
Public health and the hospital. W. P. Dearing Sept 
PUBLIC RELATIONS 
Cathy Covert receives Lasker Award for Medical 
Journalism June 
Corbin Municipal Hospital in Kentucky goes on 
the air. G. D. Brown. June 
Donations from suppliers. (Service from Head- 
quarters) > Dec 
Donors kept informed. (Service from Headquar 
ters) Jan 
Expediter in the lobby. D. Hirsch April 
Good dietary service—excellent human relations 
medium. C. E. oar 
Hospital-patient relations reviewed at institute 
James EF. Hague joins Association staff as public 
relations director, 
Kansas City Council conducts public relations 
campaign. Dee 
Lubricant for good human relations. J. B. Glenn Nov 
Newspaper series about hospitals. C. Covert Jan 
Opinion survey alerts dietitians to patients’ likes, 


dislikes. FE. C. Downes March- 
Opportunities in annual renorts. J. K. Porter April- 
Patients have enemies. J. M. Mackintosh. June- 
Patients want information. (Editor's Notes) Nov.- 


Public relations institute stresses the importance 

of “the little things” in dailv hospital routine 

T. F. MeCabe and W. T. Christopher Feb 
Public relations program. (Service from Head- 


quarters) Jan.- 


Public relations tips for dietitians. (Comment) Oct 
“Sidewalk superintendents” oversee new hospital 


construction. Nov.- 
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Feb.- 


Feb.- 


April- 
Feb 


PUBLIC ELATIONS, See also: NATIONAL HOs- 
PITAL LEK 
Puerto Rico Hospital Association meeting Aug 
PURCHASING 
Central storage unit plan for Sparks Memorial 
Hospital, Fort Smith, Ark March 
Determining the suitability of soaps and sanitary 
supplies. J. B. Warner, Jr May 
Dietary economies dependent on controlled dollar 
spending. E. Graham, Jan 
Donations from suppliers. (Service from Head 
quarters) Dee 
Engineer's role in purchasing discussed in Ass 
ciation manual Keb 
Financing of anesthesia machine purchase. (Serv 
ice from Headquarters) Jan 
Function of an inventory control system in hos 
pitals. D. A. Gee. June 
Guide to better understanding of specification 
writing. J. R. Edmunds III July 
How valid is a sales claim? ©. M. Marvin, Jr Nov 
Legal and ethical aspects of purchase order phras 
ing. G. B. Affleck. July 
Major considerations in buying all labor-saving 
supplies. R. G. Boyd Jan.- 
Over-all versus initial costs. R. Yaw Sept 
Practical standards in selecting wax and paint for 
hospitals. J. B. Warner Jr April 
Price isn't everything! G. L. Cake Dec.- 
Purchasing: management guide, including list of 
specifications June (Part 2) 
What hospital food buyers should know about in 
spection services. E. F. Kelly “eb 
PURGETT, FLORENCE. Advance planning for con 
vention; smoother operation through coordinating 
center, COpinions) Sept 


RADEY, HARVEY M., JR. A study of nursing care 
how much, when, and by whom May 
Radiation hazards. (Comment) June 
Radioisotopes in the hospital. S. Warren and R. F 
Cowing Nov 
RADIOLOGY 
Combined facilities plan, Garza Memorial Hospi 
tal, Post, Texas March 
Film badge service. (Comment) Nov 
c= plan for Brookside Hospital, San Pablo, 
‘alif. March- 61; for United Memorial Hospital, 
Greenville, Mich March 
X-ray table Nov 
X-ray unit for operating room Dec 
RADIOLOGY. See also: X-RAYS 
RADKE, CORA. Governing board participation; trus 
tee aids: news letter, “Trustee,” good human re 
lations. (Opinions) Nov 
Raisins: a good buy (Comment) May 
Reading habits of administrators. R, Fb. Griffiths Dre 
REAGAN, THOMAS H., M.D., selected as American 
Hospital Association accreditation surveyor Jan 
Receptionist helps in human relations. J. B. Glenn Nov 
Recreation course offered by New York University. Aug 
Reeruiting and training technicians Sept 
= = a Lhe not - T OF NURSES. See NURSE RE- 


in a N, SISTER and ANTHONY MARIE 
‘hief ingredient of a successful safety 
prog ram 


REGIONAL, STATE AND LOCAL HOSPITAL GROLP 


1s 
Alabama Hospital Association Mareh-156; June 
Alaska Hospital Association 
Arizona Hospital Association Marech-156 
Arkansas Hospital Association 
Association of Western Hospitals 
‘alifornia Hospital Association. Feb.-129; 
‘arolinas-Virginias Hospital Conference 
‘hiecago Hospital Council Mity 
‘olorado Hospital Association Jan 
‘onnuecticut Hospital Association Jan 
Hospital Assoviation. Jan.-132; appoints 
Monahan, Jr., executive secretary May 
(jeorgia Hospital Association April 
Greater Kansas City Area Hospital Council con 
ducts publie relations campaign Dee 
Greater New York Hospital Association. June-126; 
July-137; moves to 369 Lexington Ave Aug 
Hospital Association of Hawaii May 
Hospital Council of Southern California Pune 
Idaho Hospital Association Dee 
Illinois Hospital Association, Jan.-132; appoint 
David M. Kinzer assistant director Kel 
Indiana Hospital Association July 
Iowa Hospital Association 
Kansas Hospital Association 
Kentucky Hospital Association 
Louisiana Hospital Association employ Jesse 
jankston as executive secretary March-15 
meeting 
Maine Hospital Association 
Marvland——District of Columbia—Delaware Hos 
pital Association Jan.-131; Aug.-166; Dec 
Massachusetts Hospital Association 
Michigan Hospital Association 
Middle Atlantic Hospital Assembly Duane 
Mid-West Hospital Association May-138 June 
134; moves offices Sept 
Mississippi Hospital Association Sept 
Missouri Hospital Association Jan 
Nebraska Hospital Association Dee 
New England Hospital Assembly Marech-155; May 





New Hampshire Hospital Association. July-139; 

Dec.-144 
July-138 
July-136 


New Jersey Hospital Association. 

New Mexico Hospital Association. 

New York State Hospital Association board of 
trustees aproves dues plan. Feb.-132; meeting. 

Juiy-13 

July-137 

June-13 

June-135 
Dec.-142 


North Carolina Hospital Association. 

North Dakota Hospital Association. 

Ohio Hospital Association 

Oklahoma Hospital Association. Jan.-131; 

Ontario Hospital Association presents hospital 
facts to students. 

Oregon Hospital Association 

Pennsylvania Hospital Association. 

Philadelphia Hospital Council, Safety and 
Prevention Committee. 

Puerto Rico Hospital Association 

Rochester Regional Hospital Council appoints 
Joseph M. Henry executive director, May-136; 
conducts safety conference. 

Saskatchewan Hospital Association. 

South Carolina Hospital Association. 

South Dakota Hospital Association. 

Southeastern Hospital Conference. 

Tennessee Hospital Association 

Texas Hospital Association 

Tri-State Hospital Assembly. 

Upper Mid-West Hospital Association. 

Vermont Hospital Association, Oct,.-151; 

Wagrhington State Hospital Association. 

West Virginia Hospital Association names Wil- 
liam R. Huff executive secretary. 

Wisconsin Hospital Association 

Wyoming Hospital Association. 


REHABILITATION 
New concept in physical medicine and rehabilita- 
tion; treating “the whole man.” F. H. Krusen.. Jan.- 
Planning the rehabilitation unit. A. W. Clark. July- 
St. Luke's Hospital, Chicago, expands speech and 
hearing rehabilitation April- 
Replacement funds required by hospitals. (Table) 
; June (Part 2)- 
Reporting stillborn or premature deaths. (Service 
from Headquarters) June- 
Research grants to hospitals by local firms. (Serv- 
ice from Headquarters) Nov. 
REVENUE SOURCES 
Advance pay certificates. (Service from Head- 
quarters) ‘ Dec. 
Hospital membership dues. (Service from Head- 
quarters) Feb. 
Impact of third-party payments on hospital eco- 
nomies, C, R. Rorem 
New look at third-party payments; report 
Highland Park meeting. 
Painless method of hospital financing. H. B. 


Jan.-13 
Aupg.-164 


Aug.-168 
May-137 
June-13 
Nov.-148 
May-135; June-136 
June-133 
June-133; July-137 
April-129; June-158 
July-137 
Dec,-146 
Nov.-148 


Feb.-130 
April-130 
Nov.-148 


Specified gifts. (Service from Headquarters) July 
Tax savings through gifts to hospitals. (Table) 
June (Part 2) 
Third-party payment—a public viewpoint. K. Wil- 
liamson, May 
RICK, HARLEY E. Governing board participation; 
physical facilities, operating policies: trustees’ 
concern, COpinions) Nov. 
RICHWAGEN, L, E. On taking a new hospital ad- 
ministrative job: hospital-community relations 
should be studied, (Opinions) May 
Rinse water heater booster. Dee, 
RIVIN, ARNOLD A., appointed executive editor of 
TRUSTE and assistant secretary of the Council 
on Professional Practice. Sept. 
ROBERTS, DEAN W., M.D. Surveying the propri- 
etary nursing home in Maryland / 
ROBERTS, JOSIE M., retires 
Rochester Regional Hospital Council appoints 
seph M. Henry executive director. May-136; 
ducts safety conference 
ROK, DEAN K. See: NYE, RUSSELL C., jt.auth. 
Roller for transferring patient. (Comment) Aug. 
Roller painting. (Service from Headquarters) Nov. 
Rtoof) drain. Dee, 
Roosevelt Hospital's Tower Memorial building open 
ing Nov. 
ROREM, C. RUFUS. The impact of third-party pay- 
ments on hospital economics. Jan.- 49; The case 
of Mr. X May 
ROSENBERGER, DONALD M. Epilepsy is more than 
a medical problem Nov.- 
ROSWELL, CHARLES G. The cost of unoccupied 
beds June 
ROURKE, ANTHONY J. J.. M.D. The destiny of 
American medicine Dec, 
ROURKE, ANTHONY J. J., M.D. to serve on medical 
advisory group in Department of Defense May 
RUKSTINAT, GEORGE J., M.D. Building an autopsy 
room in a medium size hospital, Oct 
RYAN, PHILIP, appointed executive director of 
National Health Council Dee 


S 


SAFETY. See: ACCIDENT PREVENTION 


St Anne Hospital, Chicago, celebrates golden 
jubilee May-156 

St. Francis Hospital, Evanston, I1., dedicates new 
Children’s Center and auditorium. 

St. Joseph-Benton Harbor Memorial Hospital, St. 
Joseph, Mich., central sterilizing plan. March- 67; 
nursing unit plan, March- 73 

St. Joseph's Hospital, St. Paul, Minn., celebrates : 
centennial, April-148 


Dec.-146 


186 


St. Luke's Hospital and Women’s Hospital of New 
York consolidate facilities. ie 
St. Luke's Hospital, Cleveland, offers effective pedi- 
atric service. A. A. Lepinot. Aug.- 94 

St. Mary’s Hospital, Humboldt, Tenn., to be managed 
by Franciscan Sisters of Our Lady of Perpetual 
Help. : ‘ Dec.-146 
St. Vineent’s Hospital, New York, organizes series of 
refresher courses. April-150 
St. Vincent's Hospital, Portland, Ore., receives plaque 
from American Association of Nurse Anesthetists. 


Jan.-134 


Nov.-156 
SALARIES 
Michigan survey states wages responsible for 
higher costs. , Aug.-182 
No federal wage controls for nonprofit hospitals. Feb.-136 
Salary payment. (Service from Headquarters) Jan- 18 
Salary trends; 1945-1952. (Table) June (Part 2)-332 
SALISBURY, E. E. State associations and accredita- 
tion; urges Commission approval as membership 
requirement. (Opinions) ; ; Dec.- 26 
SANBORN, ELIZABETH M. Advance planning for 
convention; auxiliaries size, type, location: impor- 
tant planning factors. . Sept.-186 
Sanitary supplies; determination of suitability. J. B. 
Warner, Jr. . May-112 
Sanitation and safety practices from a public health 
viewpoint. R. G. Bond 
Saskatchewan Hospital Association meeting. 
Saskatchewan report on long-term patients in short- 
term hospitals. M. G. Taylor } 
SCHUMACHER, PHILIP K. Don't take a look at the 
record. 
SCHWORM, DOROTHY A. Washing methods for the 
hospital housekeeper. Sept.-155 
Scissors sharpening kit. (Comment) Sept.-160 
Seamen's health care studied. (Editor’s Notes, 
p. 65) 
“See-through” desk top speeds charting time. M. 
Stevens. ; schinicaihie Sept.-147 
SEEMAN, ISADORE. Community Chest-hospital af- 
filiation combats the specter of deficit financing. 
Nov.- 82 
Aug.-114 


Aug.-102 
May-137 


Oct.-154 


Serum hepatitis. (Comment) 
SHELBY, BETTY. A _ significant National Hospital 
Day. April- 52 
SHIRO, C. K. On major problems facing hospitals; 
hospitals partly to blame for high cost of patient 
care. (Opinions) Jan.- 36 
Shortage of hospital personnel. Sept.-106 
SIBLEY, HIRAM. Standard cost summary report 
checks laundry efficiency. May-109; State associa- 
tions and accreditation; state group can advise 
hospitals on procedural steps. (Opinions) 
Sinai Hospital, Detroit, dedicated. A 
SINGMASTER, LAWRENCE, M.D., and JACOBS, 
ELLEN, 30 vears of follow-up service at Lanke- 
nau Hospital, Philadelphia. Jan.- 61 
Sisters of Notre Dame to withdraw from hospital 
field. Oct.-158 
SLAGLE, ELMER C. See: KNUDSEN, HELEN L., 
M.D...it. auth. 
SLEEPER, RUTH and LYONS, VERONICA. Is nurs- 
ing school accreditation worth the work and 
worry? : June- 
SLEEPER, RUTH, receives honorary degree from 
Boston University. (Editor's Notes) Nov.- 66 
SLOAN, RAYMOND P., elected president of Modern 
Hospital Publishing Company. 
SMALL HOSPITALS 
Allen County Hospital—5000th for Association 
but first in the hearts of ITolans in Kansas July- 79 
Effective solution for a 50-bed hospital. J. EB. Pol- 
lard and G. M. Peek. May- 69 
tewardless of hospital size the medical record 
counts! J. H. Bufkin. June- 64 
Small hospital contracts housekeeping service 
‘ KE. Gould. . Feb. 
Small hospital stresses employee morale. M. T 
Kehan, May- 
Small hospitals special diet service. ID. T. Ander- 
son. Jan.-114 
Small hospitals to share in Oregon plan for nurs- 
ing institutes 
SNOKE, A. W., M.D. A decision on nursing school 
accreditation. (Editorial, p. 100) Aug.- 82: A step 
forward in hospital-physician relationships. Oct.- 
Snow-melting chemical, Dee.- 94 
Soaps; determination of suitability. J. B. Warner, 
Jr. ; aree M 
SOCIAL SECURITY 
Amendment designed to assure care, safety stand- 
ards in institutions. 
Congress studies veterans, old age survivors bene- 
fits Sept.-172 
Social Security program and the hospital’s non- 
profit status. (Service from Headquarters) April- 26 
Social seeurity tax increase. (Service from Head- 
quarters) Nov.- 
Social worker's role in patient care. R 
palen. 
Sodium chlorate storage. (Comment) 
SODT, PAUL TT. Hospitals can hire the handi- 
capped. - 
Soliciting funds from business firms; a_ blackjack. 
(Editorial) M 
South Carolina Hospital Association meeting. 
South Dakota Hospital Association meeting 
Southeastern Hospital Conference. May-135; June-136 
Sparks Memorial Hospital, Fort Smith, Ark., laundry 
plan. March- 76; central storage unit plan. March- 
SPAULDING, MRS. JANE MORROW, appointed as 
Oveta Culp Hobby’s assistant. June-153 
Special nurses. (Service from Headquarters) April- 47 
Specialists, Salaried; American Medical Association's 
open letter. (Editor's Notes, p. 49) Dec.- 84 


HOSPITALS 


“9 
io 


Aug.-161 


Feb.-137 


67 


ay- 


Aug.-168 





July-101 
June (Part 2)-401 
Oct.-130 
Nov.-110 
Nov.- 87 


Specification writing. J. R. Edmunds IIT. 
Specifications in hospital purchasing 
Specimen containers. (Comment) 
Sponge mop. . 
STAILEY, HENRY D., MD. Primer for trustees 
STALNAKER, JOHN M. The matching plan pays 
STANDARDIZATION OF HOSPITALS. See: 
ACCREDITATION OF HOSPITALS 
Stanford University Hospital celebrates Christmas. 
P. M. Winslow. Nov.- 
STANTON, MARK and DEANS, JOHN. Convertible 
lounge chair for overnight visitors. March- 
State aid to nursing schools. (Editor’s Notes) Oct.- 
STATE HOSPITAL ASSOCIATIONS 
Affiliation. (Service from Headquarters) Sept.- 
Missouri Hospital Association's efforts result in 
lower fire insurance rates. H. KE. Panhorst. July 
Membership requirements. (Editorial) Feb. 
Model bylaws. May 
State association and women’s auxiliaries» 
dynamic partners. D. W. Cordes and Mrs. J. 
KEnyart. Oct. 
State association in profile. May 
State associations and accreditation: District 
councils should hold accreditation clinic ses- 
sions, H. Gillespie; Spur on accreditation 
through educational process, C. W. Flynn; By 
urging approval state group may be accused of 
hiking costs, A. Barth; Promote accreditation 
by conferences, newsletters, H. G. Brickman; 
State councils and office should assist hospitals, 
J. H. Johnston; State group can advise hospitals 
on procedural steps, H. Sibley; Urges Commis- 
sion approval as membership requirement, E. 
EK. Salisbury. (Opinions) Dee, 
STATISTICS 
Fingertip availability of statistical 
Jones. 


Report from the WHO 


Dec.- 62 


data. R. G. 
Nov. 
Using hospital morbidity 
data to study morbidity in communities. Sept 
Statistical guides on plant, utilization, finance. 
: June (Part 2)- 
STEINLE, JOHN G. Planning the hospital laundry 
to meet modern requirements. Feb.-109 
STEPHEN, C. R., M.D., NOWILL, W. K., M.D. and 
MARTIN, R. C., M.D. Pain relief with trichlor- 
ethylene. Aug.-112 
STEVENS, MARION. “See-through” desk top speeds 
charting time. Sept.-147 
STERILIZATION 
Pressure sterilizers. (Comment) 
Washer-sterilizer. (Comment) 
Storage (central) unit plan for Sparks 
Hospital, Fort Smith, Ark. March- 77 
Storage of cottons and woolens. (Comment) April-118 
STOUGHTON, ALFRED G. Our new southern health 
centers. (Editor's Notes, p. 65) Nov. 
STOUGHTON, ALFRED G., resigns staff to become 
public relations counselor. Dee. 
STUART, JAMES E. What we can do to uphold the 
strength of Blue Cross March- 
STUART, JAMES E., re-elected chairman of Blue 
Cross Commission 
STUDENT NURSE RECRUITMENT, See 
RECRUITMENT 
Substerilizing rooms 


Sept.-148 
April- 82 
Memorial 


May-160 
NURSE 
(Service frem Headquarters) 
March- 
SUGARMAN, PHYLLIS and FINER, NORMAN 8S 

Volunteers can humanize patient care Sept 
Suicidal patients: precautions and responsibilities. 

Cc. U. Letourneau. Jan 
SURGERY 

Color coding sutures, (Comment) Sept.- 

Legal and moral aspects of “unnecessary surgery.” 

‘ UU. Letourneau May 
Major and minor operations. (Service from Head- 
quarters) April- 20 

Sparks from nylon. (Service from Headquarters) June- 30 

Surgeons’ glove booklet. Nov.-110 

Surgical assistants. (Service from Headquarters) | Oct.- 50 
SURGERY. See also: OPERATING ROOMS 
Sutures, color coding. (Comment) Sept 
SWANSON, RAY. Nursing education, what it costs 

the hospital Feb.- 
Switchboard operator deserves pity. C. P. Wright, 

Jr. y April- § 
Syringe maintenance. (Comment) Nov.-10 


T 


Table, X-ray and orthopedic. 

Talking books for blind patients. IE. S. Eaton Jan 

Tax savings through gifts to hospitals. (Table) 
June (Part 2) 


Nov. 


TAXATION OF HOSPITALS 
Long distance calls; tax exemption for hospitals? 
(Service from Headquarters) Sept. 
Postal rate exemption. (Editorial) Feb 
Taxation of employee meals. (Service from Head- 
quarters) Nov 
Thrift shop taxation. (Service from Headquarters) Oct 
TAYLOR, M. G. Report from Saskatchewan on long- 
term patients in short-term hospitals. Nov. 
Tea urn. (Comment) Oct 
TEACHING FUNCTION OF HOSPITALS 
52 one-hour programs familiarize interns with hos- 
pital problems. G. R. Wren. Aug. 
Hospital as a health university—a realistic ap- 
proach to education. F. G,. Carter Aug 
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Hospitals must educate! F. T. 


Visitor's quiz that teaches. W. W. Knowlton May 


Technicians’ recruitment and training Sept.- 


TELEVISION 


Color television. (Comment) July- 


Television series sponsored by California Hospital 
Association’s Council on Public Mdueation. Nov 
Television sets for patients March 
Tennessee Hospital Association meeting 
Terminal heating for infant formulas 
Texas Hospital Association meeting. 
Textile damage. (Comment) 
Thermometer control in laundry 
¥ RD-PARTY PAYMENT. See: 
SOURCES 
Thrift shop ta:.ition. (Service from Headquar 
ters) Oct 
“Tip-Off", leatlet on hospital admission chest x-rays. 
\ug 


June (Part 2) 
June-133; 


(Comment) 
REVENUE 


Tissue examination, Routine. (Table) 
Tissue for examination. (Service from 
ters 


) 
TOWSLEY, HARRY A., M.D. Why didn’t we get all 


Headquar 


the interns we wanted? Ovct.- 


Training for better job instruction. D. J. Conroy Oct. 
Trays, Disposable. (Comment) Oct 
Trichlorethylene gives pain relief. C. R, Stephen, 

W. K. Nowill and R. C. Martin Aug 
Tri-State Hospital Assembly meeting. 
TROXELL, ALMA M. On major problems facing hos- 

pitals; care of chronically ill and aged infirm be- 

coming major worry. (Opinions) 
TRUSTEE magazine being sent to members of Con- 
“ress. (Editor's Notes) 
TRUSTEES 

Business of being a trustee. C. W. MeGraw 

Doctors’ wives on board. (Service from Headquar- 

ters) ‘ 

Governing board participation: Physical facilities, 

operating policies: trustees’ concern, H. BE. Rice; 
Trustees often fail to select capable administra 
tor, L. J. Bradley; Trustees should be urged to 
participate in activities, P. R. Fisher; Ideal rela- 
tionships in small and large institutions, F. E., 
King; Overzealous trustees are more difficult to 
handle, J. W. Collins; Trustee aids: news letter, 
“Trustee,” good human relations, C. Radke 
(Opinions) Noy 

Primer for trustees. H. ID. Stailey Nov 

Sympathetic understanding—key to administra- 

tor-staff relations. M. Berke. April 

Trustee at medical staff meetings. (Service from 

Headquarters) Aug 

Trustee recognition. (Service from Headquarters) July 

Trustees and the Association. (Editor's Notes) Oct 
Tuberculosis hospital at Fort Stanton, N. M., closed 

by U.S. Public Health Service Aug 
Turkey cookery manual, (Comment) April 
TURNER, REV. EDWARD C. The chaplain's roles in 

the hospital. ‘ Nov 


U 


UMEDA, HARRY T. See: NYE, RUSSELL C., jt.auth 
Under-pillow radios for patients March 
Unions: American Nurses Association requests re 
moving nonprofit hospitals from collective lists 
United Memorial Hospital, Greenville, Mich X-ray 
plan March 
United Mine Workers of America Welfare and Re 
tirement Fund pays for 500,000th patient, Feb 
$5; signs contract for construction of 10 hospitals 
in coal mining area. May-156; defended by Dr 
Warren Draper. Aug.-176; break ground for hos 
pital in Beckley, W. Va. Aug.-180; begin hospitals 
at Harlan and Pikeville, Ky. Sept.-174; publish 
report on hospital medica! expenses. Oct.-153; 
construction begun on st of ten hospitals. Den 
S. Public Health Service to operate Indian hos 
pitals. Aug.-172; appoints Dr. Clifton K. Himmel: 
bach chief of Division of Hospitals. Aug.-176 
closes tuberculosis hospital at Fort Stanton, N. M. Aug 
U.S. Public Health Service hospitals; curtailment of 
service for seamen. (Editor's Notes, p. 65) Ovet 
“Unnecessary surgery.” CC. U, Letourneau 
Unoccupied beds’ cost, C. G. Roswell. 
Upper Mid-West Hospital Association meeting 
Utilization statistics, 1946-1952. (Table) June 


V 


Vacuum cleaner. (Comment) May 
VAN STEENWYK, E. A. Australia’s plans for a new 
voluntary health insurance program (Editor's 
Notes, Oct.-65) Sept.-100; Oct 
Vermiculite for saving flowers. (Comment) Sept 
Vermont Hospital Association meeting Oct 
VETERANS ADMINISTRATION 
American Medical Association urges limitation on 
care for disabled veterans group Juty 
Congress studies veterans, old awe survivors bene 
fits Sept 
H. V. Higley appointed Veterans Affairs adminis 
trator Aug 
House Veterans Affairs Committee opens hearings 


Nov. 


June 


on hospitalization Aug.- 
April- 


Investigate veterans group 

J. M. Dodge reflects Kisenhower position on vet 
erans care, Sept 

New requirements established for veterans dental 
care, Sept 


Hill. Jan.- 


June- 
July- 


March- 
March- 


June (Part 2)- 


Aun.- 


March- 


124 


-1 
April-129; June- 





P-10 supplement form adds applicant’s financial 
Statement. a ‘ 
Salt Lake City Veterans Hospital marks first 
year. eh IO ‘ Nov.-152 
Veterans administration assigns dental super- 
visors. ioe Feb.-137 
Veterans Administration. medical advisory group 
appoints Robert A. Ross, member... Feb.-135 
Veterans Administration rata anccmcantnell becomes 
effective September 7. : Aug. 
Veterans hospitalization. Feb. 
Veterans hospitals. July 
Warren report on veterans hospitalization. May 
VISITORS 
Operating room visitors. (Service from Headquar- 
ters) : . ‘eb. 
Visitor's quiz that teaches. W. W. Knowlton. May 
VOLUNTEER WORKERS 
Mrs. Beaver raises a question. April 
Volunteers can humanize patient care. P. Sugar- 
man and N. S. Finer. Sept. 


Ww 


bel earners’ health status excellent since January 


Nov.-156 


53. Sept.-172 
WAL KE R, E UGENE, M.D. Autopsy ‘re porting. (Com- 
ment) .. . Oct.-124 
Walking aid. (Comment)... July- 95 
Wall maintenance. T. H. Lynch, Jr. June- 82 
Wall-washing machine. Dec.- 96 
WALTER, FRANK J. On taking a new hospital ad- 
ministrative job; an understanding of needs and 
problems necessary. (Opinions) May- 
WARNER, JOHN B., JR. Practical standards in se- 
lecting wax and paint for hospitals. April- 78; 
Determining the suitability of soaps and sanitary 
supplies. dine S As 
WARREN, LINDSAY, issues special report on vet- 
erans hospitalization. May-142 
WARREN, SHIELDS, M.D. and COWING, RUSSELL 
F. Radioisotopes in the hospital. Nov.- 97 
Washington State Dietetic Association service for 
small hospitals. D. I. Anderson.... 
Washington State Hospital Association meeting. 
Water heater, Duo-temf... ; 
Water still. ; Dec.- 96 
Water utilization in the laundry. L. A. Bradley. Oct.-142 
Wax standards for hospitals. J. B. Warner, Jr. April- 78 
Weiss Memorial Hospital, Chicago, dedicated... ........ Aug.-178 
Wesley Memorial Hospital, Chicago, establishes heart 
station. .... Feb.-148 
West Virginia ‘Hospital Association names William 
R. Huff executive secretary. 
WHEELER, E. TODD. Planning the hospital park- 
ing lot. : : Oct.- 83 
WHITAKER, ERNEST C. The factors necessary to 
examine hospital boiler plant design. Marech-139 
WHITE, PAUL DUDLEY, M.D., receives Lasker 
Foundation Award. : April-153 
WHITEHALL. ALBERT V., to become executive di- 
rector of Washington Hospital Service. (Editor's 
Notes, Nov.- 65) 
WHITMER, MAE. How to make cost figures work 
in dietary department. June- 98 
WILDE, ROGER, elected preside nt of Hospital In- 
dustries’ Association. 
WILEY, HEYWOOD M. Production rates laundry 
managers can expect from their equipment. 


May-112 


Jan.-114 
Nov.-148 
Dec.- 94 


Feb.-130 


Oct.-151 


Oct.-153 


Jan.-124 


WILHELM, N. A., M.D. Custom-built cardiovascular 
unit for research and treatment. 

WILINSKY, CHARLES F., M.D., retires as executive 
director of Beth Israel Hospital, Boston. July-147; 
heads CARE-WHO committee. 

WILKONSON, LOUISE, appointed director of Asso- 
ciation dietary study. : fo 

WILLIAMS, LOUIS L., JR., M.D., retires from U. 8S. ‘ e 
Public Health Service April-152 

WILLIAMS, W. R. and BROUWE R, HELEN E. Safe- a‘ 
guards in early ambulation.... Dee.- 86 

WILLIAMSON KENNETH. Third- -party payment - 
a public viewpoint... May- 52 

Window. washing methods. D. A. Schworm. Sept.-155 

WINSLOW, PEARL M. Theme for Christmas—fun 
for all! . pease Salelesduaieee Nov.- 72 

Wiring connectors, “plastic. (Comment) Jan.- 96 

Wisconsin Hospital Association meeting. ; April-130 

WOLFE, CLIFFORD. Advance planning for conven- 
tion; architect aware of new trends, requirements 
in hospital design (Opinions) Sept.- 42 

WOLFE, CLIFFORD E., joins Association staff as 
secretary of Council on Hospital Planning and 
Plant Operation. 

WOLVERTON, CHARLES A., conducts hearings on 
prepayment plans. 

Women’s Hospital and St. Luke’s Hospital of New 
York consolidate facilities. ; “ 

WOOD, DONALD E. Nursing education, how the 
costs are determined. . 

Wood County Hospital, Bowling Green, Ohio, emer- 
gency plan. March- 65; nursery plan. March- 74 

Woolens and cottons storage. (Comment) April-1i8 

World Health Organization appoints Dr. M. G. Can- 
dau director general. June-146; executive board 
completes sessions. 

World Health Organization report; using hospital 
gaint data to study rbidity in communi- 
ti : . = Sept.-115 

Ww REN, GEORGE R. 52 one-he ac programs familiar- 
ize interns with hospital problems. Aug.- 74 

WRIGHT, CARL P., JR. Pity the poor switchboard 
operator. “ we 

WRIGHT, MARION J. Results of a medical staff 
opinionnaire June- 49 

Wyoming Hospital Association meeting. Nov.-148 


X 


X-ray, orthopedic table Nov.-111 
X-RAYS 
X-ray ownership. (Service from Headquarters) May- 18 
X-ray positives. (Comment) April-108 


Y 
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